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230 mA/cm 2 and showing similar null results. Analysis of the wire from the 
second experiment showed no helium buildup. In both cases, the 
thermometry "might" have missed seeing excess heat at the 10% level. 

Another cell prepared similar to the cell described above was set up for 
sensitive neutron counting. The cell ran for 167 hours. It featured a proton 
recoil telescope detector that eliminated all background counts, and it used a 
very sensitive liquid scintillator (7% efficiency, absolutely calibrated, with 

(7i 

neutron/ gamma pulse-shape discrimination). These detectors set a limit of 
0.2 neutrons/s from the 27-g Pd wire, which is half the level reported by S.E. 
Jones at Brigham Young University (BYU) with a 5-g sample and is a level 
inconsistent with electrolytic fusion power generation. Appendix A describes 

these results in more detail. xP 

♦ 

Other sets of experiments using electrolytic cells were run by a second 
independent group at LLNL, as described in Appendix B. This group's 
experiments were "category (b)" experiments, using our nomenclature, as 
were most of the other experiments described in this summary. They were 
designed to set a limit on fusion power production. The experiments tested 
for helium buil dupin Pd and for neutrons. Null results were found by this 
group. 




Collaboration with Texas A&M 

We analyzed samples of Pd (see Appendix D) from a cell run at Texas 
A&M by S. Srinivasan. They reported 340-mW heat generation with their 
sensitive microcalorimeter with 300-mW heat input, indicating excess heat 
generation of 40 mW. However, it should be remembered that an additional 
power input of 150 mW was needed to separate the D 2 O molecules. (The total 
electrical power input was 450 mW.) There was, however, no helium 
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generated in the Pd wire to the level of 3 x 10 5 atoms of 3 He and 5 x 10 8 atoms 
of 4 He in a sample of about 20 mg. The 3 He level is 10 orders of magnitude 
below the level associated with 40 mW of fusion power for 100 hours. An 
analysis of the electrolyte before and after the run showed no change in the 
tritium level in the original electrolyte. Surface analysis with Auger electron 
spectroscopy and secondary ion mass spectroscopy (SIMS) techniques revealed 
a substantial layer of material (Ca, C, Fe, O, Cl, Li, N, Cu, and traces of other 
elements) plated out on the Pd surfaces. These gave no clue as to possible 
excess heat-generating mechanisms; however, they indicate suspicious 
additional electrochemical mechanisms. 

Neutron Burst Experiments 

Experiments using pressurized deuterium cylinders loaded with Ti in 
various forms, similar to the Frascati experiments, were carried out by two 
groups at LLNL, as described in Appendices B and C. In a large number of 
runs at Livermore, during temperature cycles from 77 K to room 
temperature, no neutron output was observed. More recently, with overall 
detector efficiency improved to 15%, with higher-pressure operation up to 
60 atm, and with a pair of coincidence detectors incorporating burst-mode 
triggering in the detection circuits, one LLNL group observed a few events 
that could be bursts of a few hundred neutrons. The time of the bursts does 
not correlate with the temperature of the cylinder, which is contrary to data 
from Los Alamos National Laboratory (LANL). To place some confidence in 
the results, multiple detectors and coincident signal detection is necessary. 

We find less than 100 neutrons per burst (if they are real) as a limit on this 
system. This is well below the Frascati level and also below the much lower 
rate reported by LANL. Spurious signals often appear on one detector but not 
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Appendix A 


Electrolytic Cell Experiments 


Introduction 

This report describes the electrolytic cell experiments by a group from 
the Chemistry and Materials Science, Laser Fusion, and Magnetic Fusion 
programs. The first very quick experiments were attempts to replicate the 
Pons/Fleischmann results, using Pd wires or rods and simple neutron 
detection schemes. More sophisticated comparative experiments with light 
and heavy water, and with better neutron detection instruments, followed. 
Closed-system calorimetry was not attempted. 

Preliminary Experiments 

One of the first experiments used a Pyrex electrochemical cell with a Pd 
cathode and a Pt anode spaced apart laterally. The cathode was made by spot- 
welding a 1-mm-diameter Pd lead wire to a cylindrical Pd pellet, 1.27 cm in 
diameter by 1.27 cm long, of mass 19.23 g. The Pd pellet had been purchased 
from Specialty Metals and Alloys, Grove City, Ohio, in July 1978, but no 
record of chemical analysis was available. A pellet from the same lot was 
therefore analyzed using energy-dispersive x-ray analysis. Only Pd peaks were 
found. The anode was made of Pt wire 1 mm in diameter. 

The electrolyte was made up by mixing 100 g of 99.5% pure D 2 SO 4 
(Sigma Chemical Co., Lot #61F-0465) with 97.75% pure D 2 O. The total 
solution volume was 1000 ml ±5%, making a 1-M concentration. The D 2 O 
had an initial tritium activity of 12.4 jiCi/ml. 
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The cell was set up in the basement of Bldg. 381, where several neutron 
detectors were available for monitoring. Nitrogen gas was bubbled through 
the solution to remove the evolved deuterium-oxygen mixture produced by 
electrolysis. The cell was powered by a Sorenson 50 V dc-30 A current- 
controlled power supply. The cell was operated with about 11 A of current 
and about 8 V measured between the electrodes. 

Two liquid scintillator neutron detectors (T2 and T3) as well as two BF 3 
neutron survey meters (BF3-I and BF3-2) were placed essentially in contact 
with the outer cell wall. A silver activation detector (Ag) was later added to 
the array of neutron detectors. The characteristics of these detectors are 
described in Table A-l, which gives the intrinsic detector efficiencies for 
2.45-MeV D-D fusion neutrons, the estimated detector solid angles, and the 
background count rates. 

This experiment was run for about 14 hours, until it was observed that 
the spot weld had broken between the Pd pellet and the Pd lead wire, 
apparently as a result of deuterium charging. During this time, the neutron 
count rates did not rise above background on any of the detectors. 

The minimum detectable neutron production rate was estimated. 
Ordinarily a detectable signal can be defined as one that is at least three 
standard-deviations (3 a) above the average background rate, assuming 
Poisson counting statistics. Of course, the longer the integration time, the 
smaller the random fluctuations are relative to the average background rate. 
Table A-l gives the 3-o threshold of detectability in terms of neutrons/s for 
integration times of 1 hour, 1 day, and 1 week. In an uncontrolled 
environment, as existed with this experiment, detector systems (especially 
those involving high-gain amplification stages) cannot be expected to have 
stable background rates to better than a few percent over significant counting 
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Table A-l. Characteristics of neutron detectors used in cold fusion experiments. 







Minimum detectable signal 

Detector 

Description 

Intrinsic 

Solid 

Background 


(neutrons/s) 


ID 


efficiency 

angle 

rate (cpm) 

3-a 

3-a 

3-a 

10% 






(1-hr) 

(l-d) 

(1-wk) Bckgd 

T2 

BC517 liquid 
scintillator 
9954 Thom PMT 

40% 

10% 

1300 

6 

1 

0.4 

54 

T3 

BC517 liquid 
scintillator 
9902 Thom PMT 

40% 

10% 

5400 

12 

2 

1 

225 

BF3-I 

BF3 ionization 

0.1% 

17% 

0.8 

& 

7 

3 

8 


chamber 








neutron survey meter 







BF3-2 

BF3 ionization 

0.1% 

17% 

1.6 

48 

10 

4 

16 


chamber 

neutron survey meter 
















A g 

Ag activation 
detector 

0.15% 

25% 

30 

92 

19 

7 

130 

PRC 

Proton recoil counter 

O 

O 
►— * 

K 

§ 

0.0001 

22 

4 

2 

0.06 


Si charged particle 
detector 

> 

► 






PSD 

BC501 liquid 
scintillator 
9954 Thom PMT 


9% 

0.07 

0.3 

0.06 

0.02 

0.02 

BYU 

BC505 liquid 
scintillator 
6 Li glass 
scintillators 

2% 

50% 

0.06 

0.2 

0.03 

0.01 

0.01 
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times. This is due to unquantified effects of temperature, humidity, 
barometric pressure, cosmic-ray flux, etc. The last column in Table A-l gives 
the signal level required to exceed the background rate by 10%, an arbitrary 
but reasonable upper limit for background drift. To be conservative, 
detectability thresholds should be taken as the larger of the two numbers, 3 o 
or 10% greater than background. For detectors having relatively high 
background rates (T2, T3, BF3-I, BF3-2, and Ag), thresholds are limited by the 
background stability, especially for long integration times. For detectors that 
have low background rates (PRC and PSD, mentioned below), it is the Poisson 
noise that sets the threshold. Consideration of background stability has often 
been ignored by other workers in quoting detection thresholds. 

The next experiment again made use of a Pyrex cell with a Pd cathode 
and a Pt anode. However, in this cell the Pd cathode was a rod 1.27 cm in 
diameter and 20.3 cm long, extending out the top of the cell, and the anode 
was a coaxially mounted helical coil of Pt wire. The solution was again made 
up of 1 M D2SO4 in 97.75% D2O, bubbled with N2. The cell was powered by 
the same power supply as in the previous experiment, but with a total current 

of 29 A. This experiment was again monitored by several neutron detectors, 

V (A* 

including a scintillator, BF3 Bonner spheres, and activation detectors. It was 
run for about 50 hours, and the electrolyte was replenished as needed. 

During this weekend run, one of the BF3 counters showed an 
increasing background rate (going from about 0.8 cpm to almost 3 cpm). It 
was confirmed that this was indeed a background effect rather than a real 
signal when it was found that the signal did not scale properly with detector- 
cell distance. In addition, the effect was demonstrated to be due to the 
detector's elevated temperature because of its close proximity to the cell's 
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electrical power supply. When an electric fan was used to cool the detector, 
the background rate returned to its original value. 

No signal on any detector during this experimental run was observed 
to be above the limits of detectability as given in Table A-l. Thus an upper 
limit of about 50 neutrons/s (for 1-hour integration times) could be set. 

The experiment was terminated when more detailed information 
about the Utah experiments became available. We learned that LiOD had 
been used as the electrolyte in those experiments rather than D 2 SO 4 and that 
the charging time for a 1.27-cm-diameter electrode would be very long. We 
also realized that the large-diameter rod protruding out of the cell would 
constitute a rapid diffusion path for loss of deuterium. When the power was 
turned off, gas was evolved from the Pd cathode. This was collected and 
analyzed and was found to be composed primarily of D 2 , with a smaller 
amount of Fb and some air. We observed that the Pd cathode had swelled 


noticeably over the fraction of its length that had been submerged and that it 
had acquired a copper color. The swelling was no doubt due to the formation 
of (3 palladium deuteride, which has a larger lattice parameter than Pd. We 
surmised that the copper color came from vapor-phase attack of the large 
copper crocodile damp attached to the top of the Pd cathode rod, well above 
the electrochemical cell. We resolved to use smaller-diameter cathodes in 


future experiments and to protect connections from attack by vapors, using 
longer pigtails. 


Matched-Cell Experiments 

The primary objective of the matched-cell experiments was to 
determine whether or not measurable quantities of fusion products such as 
3 He, 4 He, and 3 T are generated under conditions purported to induce "cold 
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fusion." Two well-known D-D fusion reactions were initially proposed by 
Fleischmann and Pons to explain their results [M. Fleischmann, B.S. Pons, 
and M. Hawkins. J. Electroanal. Chem. 261, 301-8 (1989)]. The first produces 
one 1.01-MeV triton and one 3.02-MeV proton, for a total energy yield of 
4.03 MeV or 6.4 x 1 (H 3 J: 


2D + 2D^3T + lH . 


vA' 


0 


( 1 ) 


The second reaction produces one 0.82-MeV 3 He nucleus and one 2.45-MeV 
neutron, for a total energy yield of 3.27 MeV or 5.2 x 10 -13 j : 

2D + 2D -» 3He + In . (2) 

Fleischmann and Pons also initially reported the observation of 
2.225-MeV gamma rays that they believed came from radiative capture of 
some of the neutrons produced in reaction (2) by hydrogen in the light-water 
bath surrounding their cold fusion electrochemical cell: 

In — » 2 d + y . (3) 


lH+> 


Later on, after problems were pointed out with their radiometric 
results, the Utah researchers postulated another reaction, involving the 
formation of 4 He and release of the fusion energy as heat, without nuclear 
radiation. 

With all the above reactions, fusion products would be produced. At a 
current density of 0.5 A/cm 2 on the Pd cathode, Fleischmann and Pons 
claimed to have generated 10 W of excess power per cm 3 of Pd for a period of 


14 


120 hours (a total of about 4.3 x 10 6 J). If fusion were responsible for the 
release of this claimed excess energy, the concentrations of fusion products 
that would result would be in the range of lO^ 7 to 10 1 ® per cm 3 of Pd. These 
concentrations are many orders of magnitude above the detection limits of 
vacuum fusion-mass spectrometry. Therefore, use of this analytical 
technique on the Pd would be a sensitive test of the "cold fusion" hypothesis. 
Use of a matching light-water cell would provide a control experiment. 

The second objective of the matched-cell experiments was to determine 
whether there is in fact a significant heat output from an electrolytic cell 
consisting of a Pd cathode, a Pt anode, and an electrolyte consisting of 0.1 M 
LiOD in D 2 O. The most precise method would be closed-cell absolute 

calorimetry. However, this method requires specialized equipment and, in 

♦ JT\ 

general, is very rigorous, expensive, and time-consuming. On the other 
hand, the large heat outputs claimed by Fleischmann and Pons should be 
readily observable by less sophisticated methods. We decided to perform a 
matched-cell differential thermometry experiment. The concept was to 
fabricate two cells, as nearly identical as reasonably practicable, except that one 
would use 0.1 M LiOD in D 2 O, while the other would use 0.1 M LiOH in H 2 O. 
They would be constructed with a geometry such that the Pd cathodes would 
have maximum mass with minimum thickness, and with a shape that 
would facilitate continuous monitoring of their temperatures. By using both 
heavy-water and light-water cells, we would be able to control for purely 
chemical effects and would thereby be able to separate them from nuclear 
fusion effects, should the latter occur, since the probability of fusion would be 
much greater for deuterium nuclei than for hydrogen nuclei at the same 
separation distance. 
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First Matched-Cell Experiment 

Experimental Design. Pyrex electrolytic cells were used. The electrodes 
were coaxial. Each Pd cathode was fabricated from 1-mm-diameter wire, 
wound in the shape of a helix, with one end extended in a pigtail for electrical 
connection. The two cathodes were made from the same original wire, which 
was made by swaging and drawing a Pd pellet from the same lot as the one 
used in the first and second preliminary experiments. The wire was cut into 
two pieces, nominally 60.9 cm long, with masses 5.86 ± 0.003 g and 
5.89 ± 0.003 g. The submerged portion of each cathode consisted of 35.5 cm of 
wire, wound in a helix around a 0.48-cm-o.d. closed-end glass tube, forming 
19 turns. The surface area of the submerged portion was 11.2 cm 2 , its volume 
was 0.279 cm 3 , and its mass was 3.36 g. 

The electrolyte for the light-water cell was prepared by dissolving 
2.395 g of LiOH in 1.00 liter of deionized H 2 O, to make a 0.1-M solution. The 
heavy-water cell electrolyte was prepared by dissolving 0.748 g of LiD in 840 
ml of D 2 O, again making a 0.1 M solution. The heavy water was 97.75 at.% D 
vs D + H, as before. The EiOH was reagent grade, and the LiD was obtained 
from the Laser Program. 

Each anode was made of Pt foil with an active area of about 100 cm 2 
wrapped concentrically with the Pd cathode into a slotted cylinder about 2 cm 
in diameter. 

A metal-sheathed Type K thermocouple was inserted into the closed- 
end glass tube inside each Pd helical cathode for temperature monitoring. A 
solid-state cold-junction compensator and linearizer was attached to each 
thermocouple, and the output was fed to a dual-input strip chart. Cell 
voltages were monitored using a second dual-input strip chart. 
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A BF 3 Bonner sphere-type neutron survey meter was placed about 1 m 
from the cells, only for hazard monitoring. Counts were accumulated on a 
scaler. 


Identical current-controlled (galvanostatic) power supplies were used 
to power the two cells. 

The thermocouples were calibrated using ice water and boiling water, 
and were accurate to within 0 . 1 °C. 


The diffusion time required to bring the D concentration to steady state 
for 1 -mm wire samples was estimated from the equation r 2 = Dt, where r is 
the radius (= 0.05 cm) and D is the diffusion coefficient (5 x 10 -7 cm 2 /s). The 
result was 1.4 hours. We resolved to charge the samples for times long 
compared to this to be sure that steady state had been achieved for the 
overpotential used. 

We also performed a calculation to determine whether the total 
production of D by electrolysis during this time, using the current densities of 
Fleischmann and Pons, would be sufficient to equal the number of Pd atoms 


in the sample, and would thus be sufficient to provide 1 -to-l stoichiometry. 


should this be 


permit 
r rent d € 


ted thermodynamically. For a 1 -mm-diameter Pd wire. 


with a current density of 90 mA/cm 2 , sufficient D production would occur in 
0.84 hours to produce 1-to-l stoichiometry, assuming no D was lost to D 2 
evolution. We resolved to operate at current densities of at least this value 
for times long compared to 0.84 hours, to account for D 2 evolution. 

Procedure. The cells were first allowed to reach steady conditions at 
zero input current. Then the current through both cells was slowly raised to 

1.00 A, held constant for 98 hours, then raised to 3.00 A for 21 hours, then to 

5.00 A for 27 hours and finally turned off after a total of 146 hours. These 
currents corresponded to current densities of 0, 90, 270, and 450 mA/ cm 2 . The 


17 


electrolytes were replenished with H 2 O and D 2 O as needed. After the current 
was turned off, the Pd wires were removed from the cells in order to take 
samples from the bottom of each for surface analysis and for 3 He and 4 He 
analysis by vacuum fusion-mass spectrometry. After removal from the cells, 
the Pd wires were first rinsed with deionized water, then the samples were 
clipped off and placed in plastic bags, and the wires were placed on laboratory 
tissue to dry. After a short time (about one or two minutes), both wires 

sQj 

heated to incandescence and burned the tissues on which they were resting. 
The samples that had been placed in plastic bags melted holes in the bags. 
After a few minutes, the wires and samples had cooled back to room 
temperature. 


Results. The results of the first matched-cell experiment are shown in 
Table A-2 and Figure A-l. Note that there was no significant change in 
temperature of either cell once steady-state operation had been achieved at 
each current, except when the electrolyte was replenished. The neutron 
count rate also remained constant (Fig. A-2). The results of 3 He and 4 He 
analysis (by Rockwell) are shown in Table A-3. As can be seen, no 4 He was 
observed in either sample to within the uncertainty of the analysis. The 
detection limits were between 10 8 and 10 9 atoms of 3 He and 4 He per sample, 
corresponding to between 10 10 and 10 44 atoms per gram. A very small . 
amount of 3 He was observed in the sample from the D 2 O cell. The surface 
analysis (Appendix F) showed a variety of elements. 

Discussion. It is clear that there is no evidence of nuclear fusion in this 
experiment. The small amount of 3 FIe observed in the Pd from the D 2 O cell 
can be accounted for by charging of the Pd with the tritium initially present in 
the D 2 O, followed by its radioactive decay to form 3 He. The observed heating 
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Table A-2. Matched-cell experiments. 


Run 

Date 

Time 

Current (A) 

h 2 o h 2 o 

Voltage (V) 

d 2 o h 2 o 

Temp. (°C) 

d 2 o h 2 o 

Power (W) 

d 2 o h 2 o 

#1 

4-6 

21:30 

0 

0 

0 

0 

22 

22 

0 

0 

(No water 

4-7 

17:00 

0.9 

0.9 

4.7 

4.1 

32 

35 

4.2 

3.7 

bath) 

4-9 

7:09 

0.9 

0.9 

4.50 

3.95 

30 

33 

4.1 

3.6 


4-11 

16:09 

3.0 

3.0 

5.35 

4.75 

54 

58 

16.1 

14.3 


4-12 

22:13 

5.0 

5.0 

~5.4 a 

~4.0 a 

76 

74 

/> 

~27 a 

~20 a 

#3 (No 

4-24 

21:25 

1.8 

2.0 

6.0 

5.5 

42 

38 

10.8 

11.0 

water bath) 
















,C 




#3 (Water 

4-25 

10:20 

2.0 

2.0 

5.7 

5.6 

32 

26 

11.4 

11.2 

bath used) 

4-25 

16:40 

4.0 

4.0 

7.3 

7.3 

36 

38.5 

29.2 

29.2 


5-8 

8:03 

4.0 

4.0 

6.6 

6.8 

35 

36.5 

26.4 

27.2 


a Voltage trace lost; estimated from hand plot. 
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Table A-3. Results of helium analysis of palladium by vacuum fusion-mass 
spectrometry from first matched-cell experiment. 3 


Cell 

Sample no. 

Sample 
mass (mg)k 

Date of 
analysis 

Measured helium 
‘ (10 9 atoms) 

3 He (1 ct) 4 He (1 a) 

H 2 0 

A 

16.97 

4/18/89 

<0.1 (0.2) 

<0.1 (0.3) 



16.10 

4/19/89 

<0.1 (0.2) 

<0.1 (0.3) 

d 2 o 

A 

14.93 

4/19/89 

0.7 (0.2) 

0.3 (0.3) 


B 

17.81 

4/20/89 

0.6 (0.2) 

<0.1 (0.3) 


a Analysis performed by Brian Oliver, Rocketdyne Division, Rockwell Corp. 
kfvlass uncertainty is +0.01 mg. 
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Power Input (w) 


Figure A-l. Temperature vs total input power for matched-cell 
experiments. 




Total Counts 


Neutron Detector Data (1 meter) 
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to incandescence after removal from the cells can be explained as follows: 
When the electrochemical overpotential was removed, excess deuterium 
began to evolve from the Pd wires. Upon arrival at the surface of the Pd, it 
was catalytically oxidized to D 2 O with oxygen from the air. This produced 
heat, which raised the temperature of the wire/raising the diffusion 
coefficient and lowering the solubility of D in Pd. Evolution of D thus 
increased, and an avalanche process occurred, heating the wire to red heat. 
When the D was exhausted, the wire cooled down. vO 

The comparative absolute values of temperature in the two cells 
depend on their exact geometry and on the differences in thermal 
conductivity of the two solutions, so that undue significance should not be 
attached to them. The important observation is that no significant changes 
were observed once steady state had been achieved at each current. 

Second Matched-Cell Experiment 

Purpose. In view of the heating of the Pd wires after removal from the 
cells in the first matched-cell experiment, we decided to perform an 
experiment to determine whether a significant heat release could be observed 
in a cell by raising the cathode out of the electrolyte slightly after charging 
with H or D. 

Experimental Design. The same configuration was used as in the first 
matched-cell experiment. The same Pd wires were used, less the amount 
removed for helium and surface analysis. 

Procedure. The Pd cathodes were charged in both cells by passing a 
current of 3 A through the cells for 22 hours. Then the current was backed off 
to 1.5 A, the temperatures were allowed to stabilize, and the thermocouples 
were raised to the tops of the helical coils of the Pd cathodes. The top-most 
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coil windings were then raised above the electrolyte, and the temperatures 
were monitored. 

Results. The temperatures dropped initially, and then rose back to 
ambient cell temperature. No significant positive temperature excursion was 
observed. 

Discussion. In this configuration, the overall thermal conductance 
from the exposed portions of the Pd coils apparently remained sufficiently 
high that thermal runaway was prevented. This is perhaps not too 
surprising, since the coils were made of a pure metal and were relatively 
short in length, and the bottom ends were submerged in aqueous solutions. 






Third Matched-Cell Experiment 

Purpose. As the earlier matched-cell experiments were under way, 
information received from other researchers suggested that two of the 
conditions in our experiments might be precluding the achievement of 
nuclear fusion. The first was the possibility that the Pd cathodes contained 
sufficient initial concentrations of H and other impurities that the 
concentration of D was limited to values too low for significant fusion to 

yfo 

occur. The second was that the heavy water we used was not sufficiently 
isotopically pure, so that the ingress of H into the Pd during the experiments 
prevented achievement of sufficiently high D concentration. 

Information from Paul Coronado of our laboratory indicated that to do 
a thorough purging of H from the Pd, we would have to perform vacuum 
bake-out in a quartz tube furnace at 600°C for several hours, then drop to 
300°C, bleed in D 2 gas to a pressure of 100 torr, pump it back out, and repeat 
the D 2 flushing process until the residual gas analysis showed only 
deuterium. After this, the Pd would have to be kept in inert atmosphere. 
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This would necessitate performing the electrochemical experiments in a 
flowing-argon glove box. Since this would require resources beyond those 
available within the scope of our ad hoc project, and since there was no 
indication that the Utah researchers had taken such precautions, we decided 
to simply perform a vacuum bake-out of some new Pd wires and keep them 
in an argon atmosphere until they were inserted into the cells. 

We obtained a new supply of heavy water of higher isotopic purity. 

Experimental Design. The design of the third matched-cell experiment 
was similar to that of the first two. The Pd cathodes were fabricated from 
another pellet, using the same starting material as before. The pellet was 
swaged and drawn to 1 -mm-diameter wire. Two samples were cut from this 
wire, each 79.4 cm long. The masses were 8.065 ± 0.001 g and 8.032 ± 0.001 g, 
respectively. Helical coils of 28 turns, using 54.0 cm of length, were fabricated 
from one end of each wire, leaving a pigtail for electrical connection. The 
total submerged length was 55 cm, the total submerged surface area was 17.3 
cm 2 , and the total submerged volume was 0.432 cm 3 . 

>yv 

The electrolytes were prepared by adding LiD to D 2 O and LiOH to 
deionized H 2 O. Solutions of 0.1-M concentration LiOD in D 2 O and LiOH in 

vGY* 

H 2 O were made. The isotopic purity of the D 2 O was 99.5% (Aldrich). 

The Pd cathodes were baked out in vacuum for 3 hours at 600°C and 
were stored in argon gas until insertion into the cells. The Pt anodes were the 
same as before. 

Matched current-controlled power supplies were again used, and 
neutrons were again monitored for safety purposes using a BF 3 Bonner 
sphere survey instrument. 

The two cells were placed in a water bath, the temperature of which 
was not controlled but was monitored occasionally with a thermometer. 
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Procedure. After steady temperatures were achieved at zero current, the cell 
currents were raised to 2 A, equivalent to 116 mA/ cm 2 . After about 18 hours, the 
currents were increased to 4 A, equivalent to 232 mA/ cm 2 . The positions of the Pd 
cathodes were adjusted slightly relative to the anodes so that nearly the same total 
power input was used in both cells. The cells were operated for a total time of 414 
hours. The electrolytes were replenished with H 2 O and D 2 O, respectively, as 
needed. Upon termination of the experiment, one of the Pd cathodes was quickly 
removed from its cell, dried, and inserted into an argon atmosphere while 
monitoring the temperature with the thermocouple. The thermocouple reading 
rapidly dropped from 24°C to 12°C, and the wire was subsequently found to be cold 
to the touch. 

Results. Table A-2 and Figure A-l show the results of the experiment. 

As in the first matched-cell experiment, no significant temperature 
differences were observed between the cells, and no significant temperature 
rises occurred, with the exception of one that was traced to a dead battery in 
the cold junction compensator. A rise in apparent neutron-counting rate was 
coincident with a significant rise in room temperature, resulting from failure 

of the building air conditioning, and was thus attributed to temperature rise 

\0 

of the survey meter. 

Discussion. Again, no evidence for nuclear fusion was obtained. The 
drop in temperature upon removal of the Pd from the cell and insertion into 
an argon atmosphere can be attributed to the endothermic release of excess 
hydrogen from solution in the Pd. Without O 2 present, there is no 
overwhelming production of heat due to oxidation. 
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Experiment with Improved Neutron Counting 

A final attempt was made to observe neutrons, this time from a newly 
designed cell. This cell consisted of a string of seven 0.5-in-dia. by 2-mm-thick 
Pd disks, separated by 2 mm and laser- welded onto a 1-mm Pd wire. The 
point of this design was to maximize the Pd mass in a small region to 
improve the counting geometry and at the same time to minimize the 
distances that deuterium needed to diffuse in order to reach saturation. The 
Pd disks were annealed for 3 hours at 600°C to reduce impurities and defects. 

Two new neutron detectors were designed and built for this 
experiment by M. Cable, M. Nelson, G. Mant, and C. Bennett of the Laser 
Program. Both detectors had improved efficiency and lower background. 

One detector (PSD) was a liquid scintillator cell optimized for pulse-shape 

♦ iT\ 

discrimination; that is, because neutrons produce pulses with slightly longer 
tails than gamma-rays, the substantial gamma-ray background can be 
identified and discarded. Gamma-rejection was of the order of 1CH. This 
detector had a comparable detection threshold compared to the BYU detector 
(see the last row of Table A-l) using a source strength equivalent to that 
claimed by BYU. (Our electrolytic cell, however, contained several times the 
mass of the BYU cell and therefore should have produced a much larger 
signal.) The other detector (PRC) was a proton-recoil telescope consisting of 
an evacuated chamber in which a 1-mm-thick polyethylene radiator was 
positioned in front of a 20-mm- thick, 100 mm 2 silicon charged-particle 
detector, followed by another silicon charged-particle detector 400 mm thick 
and having an area of 450 mm 2 . Neutrons entering the front of this detector 
can undergo an elastic scattering event with a proton in the polyethylene. 

The recoil proton can then pass through the first detector, losing a portion of 
its energy, and deposit its remaining energy in the second silicon detector. A 
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very low background can result by requiring a coincidence between the two 
detectors where the amount of energy deposited in each is consistent with a 
2.45-MeV neutron interaction. 

These detectors ran for 167 hours. The PRC registered only one count 
in this period. Again, no neutron signal from the electrolytic cell was 
observed to be above the detectable limits for these detectors as given in 
Table A-l. 
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Appendix B 


Electrolytic 

Gas 


Cell and High-Pressure 
Cell Experiments 


To date, eight cold fusion (CF) experiments have been done, half of 
which were heavy-water electrolysis experiments; the other half examined 
high-pressure metal-gas reaction phenomena. The experiments involving an 
electrolysis set-up base were variants on the Fleischmann-Pons and Jones et 
al. electrolysis cold fusion experiments, while the high-pressure cell work was 
related to that done at Frascati and at Los Alamos. Electrolysis experiments 
carried out between March and the end of May 1989 used palladium rods and 
palladium sheet of various total volumes (< 15 cm3) j n a o.l-M Li0D/D20 
electrolyte solution; the high-pressure cell experiments used both titanium 
filings and fine titanium mesh powder. Neutron diagnostics for both CF 
approaches included detailed neutron spectroscopy and neutron counting 
from three different detector systems (Nal, NE213, Stilbene). Data were 
collected on a specially modified Nuclear Chemistry-built data collection 
system — such as is used for long-time (month-scale) counting (of 
environmental samples, among others). Nuclear Chemistry also provided 
detailed mass spectroscopy and ion beam probe work of liquid and metal 
samples from our electrolysis experiments. Internal temperature and 
pressure readings were monitored on the Frascati-type experiments. 

Results. Measurement of the helium isotope concentrations in the 
cathodes of our first and third electrolytic experiments, relative to "blank" 
material removed from these cathodes prior to use, indicated that no nuclear 
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reactions occurred in these materials, at levels lCti 0 times lower than those 
which should be present in the cathodes reported to have produced 4 MJ/cm 3 
excess heat due to deuteron fusion, if the fusion reactions produced 3 He or 
4 He. The electrolyte itself showed a 13% enrichment in tritium, but this was 
what would be expected from the electrolysis of the D 2 O, using literature 
values for enrichment factors, so that no enrichment due to cold fusion was 
seen. Results of the ion beam-mass spectrometric probing of the surfaces of 
the Pd cathodes provide a key to understanding at least the reported 
electrolysis "cold fusion" excess heat phenomenon. We have seen no 
reproducible neutron generation which could be statistically attributed at high 
confidence to "cold fusion," either electrolytic or metal-gas. 

A major setback to verifying the seemingly successful results obtained 

♦ iP 

on CF at Los Alamos is the local lack of the four high-efficiency (34%), cavity- 
type detectors (each containing 18 3 He tubes) with time resolutions of <200 ns. 
A special closed-system calorimeter needs to be designed for heavy-water 
electrolysis experiments. Closed-system calorimetry is necessary for proof or 
disproof of "excess heat," the second and more astonishing feature of the 
"cold fusion" phenomenon. (The Fleischmann-Pons type of experiments, 
which are not closed in this sense, have been widely criticized for their 
"open" feature.) Closed-system calorimetry is necessary to avoid large errors 
which can be introduced by the flow of electrolytically produced deuterium 
and oxygen out of the calorimeter cell. Although the volume of escaping gas 
can be measured, there are still errors introduced due to water vapor or liquid 
droplets entrained in the gas, lack of knowledge of the exact temperature of 
the gas, and the possibility that some of the hydrogen and oxygen could 
recombine within the cell. These errors are probably responsible for the wide 
range of values being published for excess energy in cold fusion experiments. 
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In a closed cell, a catalyst is used to recombine the hydrogen and 
oxygen, and the cell is completely sealed. Such a cell is being designed now, 
based partly on the cell developed by M. E. Hayden of the University of British 
Columbia. In this cell, an electrically heated palladium wire in the gas space 
above the heavy water is used as the catalyst. Once hydrogen and oxygen are 
being produced within the cell, the heat of recombination keeps the wire hot, 
and electrical heating is no longer needed. Since the net chemical reaction 
inside the cell is zero, the heat output of the cell should be the same as the 
electrical energy input for electrolysis if no cold fusion is occurring and if 
other reactions, such as lithium alloying with the electrodes, are negligible. 
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Appendix C 


Limits on Cold Fusion in Metal Hydride 
Systems Under High Gas Pressure 


After the initial reports from Utah of fusion catalysis in electrolysis 
cells, i.e., "cold fusion," an independent line of investigation was initiated by 
a group of Italian cryochemists led by Scaramuzzi at the Frascati Institute. 
Assuming that the importance of electrolysis in the catalysis might simply be 
to drive the Pd-D system away from equilibrium, these researchers reasoned 
that fusion might also be enhanced if metal hydrides were subjected to high 
pressures and low temperatures. Indeed, their detectors recorded an apparent 
increase in neutron flux as titanium, under exposure to 50 atm D 2 , was 
temperature-cycled between -197° and 0°C. Our efforts have been to check 
these results, as well as similar reports from other Italian laboratories and, 
more recently, from Menlove and coworkers at LANL. 

The bulk of this report covers our attempts to reproduce the Frascati 
experiments and similar measurements done under 10 atm pressure at 
Genoa. The researchers at Frascati reported bursts of nearly 2 x 10 5 neutrons. 
Later, when the sample was evacuated and allowed to warm to room 
temperature, they saw a smooth rise in the count rate in their detector. The 
rate peaked after 10 hours at a level corresponding to the emission of nearly 
5000 neutrons/s from their sample. We have seen neither of these effects. 
Our data allow us to set neutron production limits which are typically less 
than 1% of those reported at Frascati. The reports from LANL indicate 
extremely short bursts of 100 or so neutrons, and steady-state production rates 
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of a few per minute. Our attempts to verify these results are as yet 
inconclusive, but a limited program of improvements will enable us to make 
sensitivity at these levels. 


Description of the Experiment 

Our experiment consists of a high-pressure gas system feeding a cell 
which contains a metallic getter of hydrogen. The cell was placed in a dewar 
and automatically cycled between liquid nitrogen and room temperatures. 

Gas pressure and internal and external temperature readings were made 
every 30 seconds. Photomultiplier tubes coupled to 5-cm-thick x 12.5-cm- 
diameter cylinders of fast plastic scintillator were used to monitor the 
radiation flux from the gas cell. Two independent detectors were in operation 

♦ iT\ 

at all times. Our detectors produced short pulses (approximately 10 ns) which 
did not permit rejection of gamma radiation backgrounds using the standard 
pulse-shape discrimination technique. To reduce this background, we 
surrounded the gas cell and detectors with 4 inches of lead shielding. We also 
calibrated our detectors to allow selection of the energy range most sensitive 
to 2.5-MeV D-D fusion neutrons. This decreased the neutron detection 
efficiency by 40% but reduced our backgrounds by a factor of seven. In the 
final configuration, the background count rate was typically 1.3 /s in either 
tube. This high background rate was offset by a high neutron detection 
efficiency (4%) as compared to the Frascati apparatus (0.01%). 

The detectors were calibrated using a 22 Na gamma source. Conversion 
between the gamma and neutron energy scales was accomplished using 
published measurements of the light output of plastic scintillator. A 252 Cf 
source was used to verify that the detectors responded to neutrons. The 
detector efficiency was calculated by Monte Carlo computer simulation using 
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the known neutron-proton cross section at 2.5 MeV and the hydrogen density 
in plastic. A correction factor of 0.6 was included in the efficiency calculation 
to account for cuts on the proton recoil energy (described below). 

The signals generated by the phototubes were analyzed in two ways. 
First, all pulses corresponding to proton recoil energies above 300 keV were 
analyzed by a charge-integrating ADC and histogrammed in 8-s intervals. 
Since the ADC conversion time was typically 120 (is, this data was not 
sensitive to short bursts of neutrons. With a second trigger, the number of 
events with energy greater than 1 MeV was accumulated in 1-s steps. This 
energy cut eliminated the bulk of the background from natural radioactivity. 
A typical run commenced with 30-60 minutes of background data, followed 
by introduction of D 2 gas and 10-90 hours of signal data. After the run was 
over, the energy histograms were integrated over the range from 1.0 to 
3.5 MeV, and the resulting rates were examined for evidence of steady-state 
fusion, i.e., any significant increase in the rate over background. This count 
rate was also histogrammed vs cell temperature. If a fluctuation in the rate 
was seen, the energy spectrum in that interval was examined for an excess of 
events with energies between 1.0 and 2.5 MeV. The second trigger sample 
was simply searched for large bursts. No rate increases were observed which 
could not be correlated with external sources, i.e., radioactive sources or 
natural radioactivity when the lead shielding was partially dismantled. We 
therefore obtain fusion limits from each run. The results of our preliminary 
analysis, as given in Table C-l, are quite conservative. Fusion occurring at 
these levels would have increased the count rate by five standard deviations. 
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Procedure and Results 

A summary of the experiment is presented in Table C-l. For safety 
reasons, the gas pressure was limited to 10 atm D 2 prior to construction of a 
high-pressure cell. The shakedown run, using vanadium powder, was 
executed before lead shielding had been installed and suffered from 
backgrounds nearly 30 times higher than in later runs. After adding lead 
shielding and changing our detector configuration, we began an extended 
cycle of runs using titanium as the host material. The Frascati results 
stimulated many questions. Is the observed result a surface or bulk effect? Is 
the rate of deuterium permeation a critical parameter? During these runs we 
varied the sample preparation and controlled the exposure to deuterium in 
an attempt to explore these possibilities. Temperature-cycling of the cell was 
begun with the second of our titanium samples. The third sample was 
pressurized to 50 atm, as in the Frascati procedure. In all cases, after one to 
three days under pressure, the cell was cooled, the deuterium was removed, 
and data-taking was continued for 5-30 hours without any further cooling. 

We also conducted runs using unannealed and annealed palladium as the 
host. In this case, we followed the procedure outlined by Ricci and coworkers 
at the May 1989 fusion workshop in Varenna, Italy. No cooling was 
performed, but the cell was evacuated and heat after a half-day exposure to D 2 - 
Based on the presentations made at the Varenna meeting, neutron yields 
should have been similar to those obtained with titanium as the host 
material. Again, we saw no evidence for neutron production above 
background levels. 

Although indicating that the original cold fusion yields were unlikely 
to be upheld, presentations at the May conference in Santa Fe still held out 
tantalizing promise that cold fusion might be taking place at much lower 
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levels. Although our detectors are not sensitive to the extremely low steady- 
state production levels quoted by Jones and others, we recognized that we 
could potentially detect short bursts of 100-300 neutrons as observed by 
Menlove and coworkers at LANL. Increasing the thickness of our scintillator 
three-fold (to 6 inches), we obtained 10% detection efficiency for 2.5-MeV 
neutrons. A special "burst-mode" trigger was set up to gate a LeCroy 9450 
digital oscilloscope, which sampled the pulse shape in 2.5-ns bins over a range 
of 100 (is. With this arrangement, we added the capability to analyze the short 
(<50 (is) bursts reported by LANL, and to perform an energy analysis on the 
traces to determine if the spectrum is consistent with 2.5-MeV neutrons. 

These results are not yet conclusive. With more than 200 hours of data 
acquisition completed, there is no statistically significant difference between 
the data accumulated while the cell was loaded with deuterium and while the 
cell was loaded with helium. Roughly half the events in the deuterium 
sample can be clearly identified as cosmic-ray showers in the lead shielding. 

Of the remaining events, we see none with more than nine pulses. On the 
basis of this data, therefore, we can only eliminate the possibility that any 
bursts of ’ 
operating 

sensitivity to 100-(is bursts with as few as 50 neutrons emitted from the cell. 
After completing a round of measurements with H-D gas, the upgrade will 
allow us to set more sensitive limits with D 2 . Our efforts will conclude with a 
search for D-T cold fusion in metal hydrides at high pressure. 


00 or more neutrons have occurred while the apparatus was 
in this m ode. We are currently changing the experiment to achieve 
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Table C-l. Limits on the production of cold fusion neutrons in metal 
hydrides at high pressure. P is the pressure of D 2 in the cell, T is the cell temperature. 

The subscripts i and /indicate values at the beginning and end of the run, the subscripts min and 
max indicate that the parameter was cycled in this range during the run. The final two columns 
give the limits on fusion enhancement derived from our data. The ’burst” limits apply to the 
number of neutrons emitted in pulses of less than 100-jis duration. The continuous production 
limits constrain the average emission rate (neutrons/s) over a 30-minute period. Limits for 
continuous production over a 15-minute period, for example, are twice as high. Neutron 
production at the given levels would have increased our count rate by five standard deviations 
above the level actually observed. For comparison, experimenters at Frascati reported bursts of 
2 x 10 5 neutrons and steady-state production of 5000 neutrons/s. Researchers at LANL report 
bursts of 30-300 neutrons and steady-state production of a few per minute. 


Sample Typ 

e Notes 

P (atm) 

T (C) 

Hours 

Neutron 

Production Limits 





Burst 

Continuous 

25.5 g Va 
powder 

Immediate hydriding 

10 

24 

12 

13,400 

1200 

47.8 gTi 

Baked under air, 400°C 

10 

Tf = 300 

18 

1000 

9.3 

sponge 

Immediate hydriding 

0 

1^20 

20 

6 

950 

9.3 

98 gTi 

No surface preparation. 

' h < 

T min = -197 

80 

650 

4.1 

shavings 

No hydriding. 


T max = 20 





Evacuate and warm. 

0 

Tf = -197 

5 

650 

4.1 


<Q> 


Tf = 20 





Vacuum bake, 30 hr, 400°C. 

12 

Twin =-197 

44 

5 75 

3.7 


Allow surface hydride, 
cool before high pressure 


Tmax = 20 





Evacuate and warm 

0 

Tf = -197 

73 

550 

3.7 




Tf = 2Q 





Vacuum bake, 30 hr, 380°C 

12 

Tmm—197 

16 

460 

4.1 


Cool before pressure. 
Partial bulk hydriding 


Tmax = 20 





Evacuate and warm. 

0 

Tf = -197 

5 

420 

4.0 




Tf = 20 





Cool, pressurize , and warm. 

Pi = 12 

Tf = -197 

145 

500 

3.7 


Bulk hydriding 

pf =9 

Tf= 20 





Temperature cycle. 

9 

T min - -197 

20 

525 

3.7 




Tmax-0 
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Table C-l, Cont 


Sample Type 

Notes 

P (atm) 

T(Q 

Hours 

Neutron 

Burst 

Production Limits 
Continuous 


Evacuate and warm 

0 

Tf = -197 

15 

475 

3.7 




T/=0 




50gTi 

Surface oxidation. 

50 

^min “ -197 

92 


4.4 

shavings 

minimal hydriding. 


^max ~ 20 





Evacuate and warm. 

0 

Tf =-197 

32 


4.4 




a 

N 




5.0 g Pd 

Unannealed. 

9 

20 

10 

475 

3.8 

wire 

Minimal hydriding. 







Evacuate. 

0 

20 

10 

500 

3.8 

5.0 g Pd 

Annealed, hydriding. 

9 

20 

,8 

525 

3.8 

wire 

Evacuate. 

0 

T min = 20 

17 

400 

4.0 


T max= 60 
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Appendix D 


Helium and Tritium Analyses 


We report results for helium, tritium, and gamma-ray activity from 
four different experiments: 

1) O-group (Pd metal sheet), M. Ishikawa (See Appendix B.) 

2) C&MS (Pd wire), Joe Farmer (See Appendix A.) oP 

3) Texas A&M (small Pd wire), S. Srinivasan, c/ o Joe Farmer 


4) University of Utah (Pd wire), c/o John M . . ’NL) (See Section II.) 


Helium Measurements (M. Caffee, B. Hudson, B. Ruiz) 

Helium was analyzed using conventional static noble gas mass 
spectrometry. Two different mass spectrometers were used. The first (MSI) is 
a Nuclide 6-in.-radius, 60-degree magnetic sector spectrometer with mass 
resolution of 200. We routinely analyze large gas samples in MSI, and 
frequently these samples have high levels of helium-3. The second 
instrument (MSG) is a much newer VG5400 with a 12-in. radius, 90-degree 
magnetic sector spectrometer with mass resolution of 600. The resolving 
power of MSG completely separates the mass peaks of helium-3 and HD, and 
helium-4 and D2. Only air samples were analyzed in MSG before these 
experiments. 


(See Section II, "Summary.") 



Helium was measui Tritium in the electrolyte 



was 


measured in experiments 1 and 3. Gamma-ray activities were measured in 
experiments 1 and 4. 
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Helium was released by heating the sample in a resistance-heated 
molybdenum crucible. Chemically reactive gases were removed by exposure 
to active metal surfaces (getters). We have used combinations of Ti-Zr at 
800°C, Ti-Al at 20-450°C, and Cu/CuO at 450°C. The noble gases are separated 
using activated charcoal. At liquid nitrogen's boiling temperature, activated 
charcoal collects Ar, Kr, and Xe, leaving only He and Ne in the gas phase. We 


did not separate He and Ne before analyzing the He. 

The mass spectrometer sensitivity was calibrated by analyzing known 

UM- 

The results are shown in Table D-l. 

•<<> e 

Table D-l. Helium results. 


nalyzn 

quantities of air (helium-4 is 5.24 ppm in air). Calibration samples range from 
10 11 to 1013 atoms helium-4. 


Sample 

Spectrometer Sample mass 
(grams) 

Helium-4 

(atoms) 

Helium-3 

(atoms) 

(Experiment 1) 

MSI 




Aliquot 1 

0.24 

<8.e8 

<2.e8 

Aliquot 2 

(Experiment 2) 

Reference 

GC-unheated 

MSI 

0.17 

<4.e9 

<4.e8 

MSI 

0.43 

6.el0 

<2.el0 

MSI 

0.57 

5,el0 

<2.el0 

D 2 O cell 

MSI 

1.29 

Zell 

<6.el0 

(Experiment 3) 

Aliquot 1 

MSG 

0.017 

<5.e8 

<3.e5 

Aliquot 2 

MSG 

0.018 

<5.e8 

<3.e5 

(Experiment 4 data are in 
Sample A MSI 

Sample B MSI 

Sample C MSI 

Sample D MSI 

Sample E MSI 

but not released by John Morrey of PNL) 
0.38 
0.38 
0.38 
0.38 
0.38 
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Tritium Measurements (M. Ruggieri) 

We used low background liquid scintillation counting for all the 
electrolyte samples analyzed. Our limit of detection for tritium by this 
method is about 1.0 pCi/ml (2.e7 atoms/ml). 

From each sample, 1.0 ml aliquots were pipetted into tared vials, 
weighed, and mixed with liquid scintillation counter (LSC) cocktail. These 
prepared samples (along with standard and background samples) were then 
counted for 800 minutes. To confirm that tritium was the only beta-emitter, 
samples were distilled and recounted. The results were unaffected by 
distillation and confirm that we were only measuring tritium beta decays. 

The tritium concentrations of the samples were near values measured 
for ambient atmospheric HTO so that modest atmospheric exposure would 
not cause serious contamination. Table D-2 shows the results. 


£ 


Table D-2. Tritium results. 


<S* 


Sample 




Tritium activity 
(pCi/g D 2 O) 


(Experiment 1) 


D 2 0, lot 118f-3707 56.4 

LiOD (pre-experiment) 57.1 

D 2 0 exposure blank 56.4 

e3a!0 (post-experiment) 63.4 


(Experiment 3) 


Fresh LiOD 37.1 

LiOH (60 ma/ cm 2 2 days) <1.4 

LiOD (60 ma/cm 2 14 days) 54.3 

"35-MW cell" 35.7 
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These tritium activities are approximately those of seawater with all H 
removed, leaving only D 2 O and DTO behind. 


Gamma-ray Counting Measurements (R. Nagle and A. Delucchi) 

We counted all samples from experiments 1 and 4 with a high- 
efficiency, low-background, GeLi well detector. For all samples (24-100-hr 
counting time) we have detected no activity above background levels. In 
particular for h^Ag = 40 d), we have seen less than 0.01 dpm activity (less 
than 1000 atoms now). 

The lack of production sets limits on the D+D -+ p+T fusion 

reaction. We estimate that for every D+D — > p+T, about 10~ 7 atoms of h^Ag 
should be created by proton capture in the Pd. Thus no more than 10 10 to 10 11 
D+D — > p+T reactions could have occurred, depending on when the 


experiment took place. 
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Appendix E 


A Study of "Cold Fusion" in Deuterated 
Tritium Subjected to High Current Densities 


Introduction 

The original announcement of the observation of "cold fusion" 
phenomenon in electrochemical cells by Fleischmann and Pons [1] (FP) sent 
many researchers around the world to their laboratories to attempt to 
reproduce the results. The original reports from FP indicated that about four 
times as much power was liberated from "fusion" reactions as was consumed 
by the cell. The excess enthalpy generation was claimed to increase with the 
applied current density, as well as the sample volume [1]. Large 
extrapolations in "Q" = Pf us /P input were made for larger samples at higher 
current density. The large Q value, as well as the dependence on current 
density, motivated us to embark on the present study. Based on the FP 
results, the excess heat should be easily observed, and should therefore be 
measurabl e by an apparatus which has a relatively low sensitivity. Other 
workers [2] have demonstrated that the excess heat, if observed at all, is 
substantially smaller than that reported by FP, and fairly sensitive calorimetry 
is necessary to see the effect. Therefore, the results we present here establish 
that the excess heat released is below a certain level. Based on our 
experiments, the excess heat was zero, within the estimated accuracy of our 
apparatus. 

We adopt the resistive circuit approach with deuterated titanium 
instead of the electrolytic cell with a palladium cathode for several reasons. 
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First and foremost, the resistive circuit isolates the effect of current and 
current density from other effects associated with the electrolysis process. Our 
apparatus tests the possibility that the role of high current density in the FP 
experiments is to create such non-equilibrium states as strong pinching due to 
current micro-channeling in the metallic lattice. This strong pinching, in 
turn, could reduce the deuteron-deuteron separation sufficiently to cause 
significant fusion. A second reason for the use of the resistive circuit is that 
the ability to pass large currents (= 50 A) through massive samples (= 30 g) is 
quite easy by using a resistive circuit driven by a constant current power 
supply. By using a single circuit consisting of a deuterated sample and a 
hydrogen control sample in series, temperature differences can be measured 

and related directly to the excess enthalpy generated in the deuterated sample. 

♦ 

Estimates of excess enthalpy generation as a fraction of the ohmic dissipation 
are possible by comparing the temperatures of the active sample and the 
control sample relative to the ambient temperature. The accuracy of such a 
scheme is limited by our ability to create identical electrical resistances and 
heat- transfer environments for the active element and the control. We 
insure that the electrical resistances are the same by direct measurement, and 
we equalize the heat-transfer environment by measuring temperature 
differences between two identical samples of elemental titanium substituted 
in the circuit. Based on these calibrations, we believe that the error in our 
apparatus is on the order of 10%, about the same as the upper bound of the 
fractional excess enthalpy we infer from the loaded sample temperature 
differences. 

We use titanium instead of palladium for two reasons. First, the 
titanium can be loaded to concentrations of up to 2:1 D:Ti, substantially larger 
than that attainable with palladium. Because the titanium becomes very 
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brittle at high loadings, we limit our loading to approximately 1:1, on the 
same order as the rumored loading of the FP electrodes [2] of 1.1:1 (D:Pd) 
under the influence of a strong electrochemical overpotential. The second 
reason for using titanium is that the titanium and hydrogen isotope form a 
stable compound in the temperature ranges at which we operate the resistive 
experiments. Our operating temperature range is from room temperature to 
about 100°C. Palladium containing hydrogen isotopes, on the other hand, is 
observed to outgas readily at these temperatures, and in fact is a catalyst for 
the exothermic recombination of hydrogen and oxygen into (heavy) water 
vapor. Therefore, the use of titanium eliminates one possible chemical 
explanation for the excess heat observed by FP. 

Deuterated and hydrogenated titanium samples are readily available 
from washer guns used on the mirror device 2XIIB [3]. These rings of 
titanium are annealed at high temperature (1100°C) for several hours at high 
vacuum. D 2 or H 2 gas introduced at these temperatures is easily absorbed in 
about an hour into the sample. Consequently, annealing of the material 
occurs naturally as a part of the deuterating process. Annealing is claimed to 
be an important element in the cold fusion process [2], 

\.e> 

Experimental Apparatus 

Figure E-l shows the experimental setup which we have constructed to 
search for cold fusion. The circuit consists of two washers loaded with either 
hydrogen or deuterium, connected in series with #6 copper welding cable. 
Care was taken to be sure the lengths of wire connecting each of the samples 
were kept the same, in order to keep the thermal mass and electrical 
resistance of each sample unit the same. The samples are isolated thermally 
from each other, and the power supply by three heat sinks maintained at 
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Figure E-l. Resistive circuit used for cold fusion investigations. 
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room temperature by forced convection. The purpose of these heat sinks is to 
eliminate conduction heat transfer between the samples and the power 
supply. Conduction heat transfer would modify the temperatures between 
the sample and the control. These sinks are denoted by the ground (thermal 
not electrical) symbols on the diagram. At each of the sinks, the conduction 
heat transfer into the junction is removed by forced convection, thereby 
eliminating thermal crosstalk between the two samples. Type "K" 
thermocouples are attached to the samples and each of the heat sinks to 
monitor the temperature differences of all the elements during the 
experiment. The accuracy of these thermocouples is about ±0.1°C. The 
temperature data are taken and recorded periodically with a strip chart-type 
data logger. 


The neutron data is compiled with a NE213 liquid scintillator based 
spectrometer, with gamma counts eliminated using pulse-shape 
discrimination. The pulse height spectrum data were processed and stored 
automatically by a Toshiba T-1100+ microcomputer. A more detailed 
description of the neutron spectrometer apparatus can be found in Ref. 4. The 
deuterated sample to be diagnosed for neutron emissions is housed in a 
polyethylene "igloo" to reduce the neutron background. The average 
thickness of the igloo walls is about 10 cm, and we estimate the background 
counts are reduced by about a factor of three by this shielding. The distance 
from the sample to the detector face is such that the subtended solid angle is 
about 0.02 x (4tt). 

The igloo tends to change the convective heat transfer environment of 
the deuterated sample, so each of the samples are housed in a vacuum dewar 
and the lids and outer walls of the dewar are heavily insulated. This step. 
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combined with the careful measurement of lead-wire lengths, is important to 
make the bulk heat transfer coefficients of the two samples the same. This 
heat transfer coefficient, along with the temperature difference between the 
active sample and the control, are used to determine the upper limit of the 
enthalpy production rate due to any "fusion" process. Based on calibrations 
with blank titanium rings, we estimate we can make the resistances and heat 
transfer coefficients the same to within 10 %. 

Experimental Procedure 

Before we begin an experimental run to look for the effects of cold 
fusion, the detector's energy scale is calibrated with a Bi 207 gamma source and 
then a background neutron count is taken. The count time is either 18 or 19 
hours, depending on the case considered. The active run with the sample in 
place typically begins within 3 hours of the completion of this background 
run, with the same counting time. 

The circuit is then balanced between the hydrogenated control and the 
deuterated active sample with respect to electrical resistance, thermal mass, 
and heat transfer geometry. The samples are pre-loaded with hydrogen 
isotopes to obtain the same electrical resistances. For the loading densities we 
employ, about 0.9(D,H):l(Ti), the electrical resistance is about twice that of 
elemental titanium. Although full stoichiometric loading [i.e., 2(D,H):l(Ti)] 
of these samples is possible, they become prone to fracture due to hydrogen 
embrittlement above loading densities about 1:1; thus our limit of 0.9:1. The 
loading of 0 . 9:1 in our samples is above the room temperature stoichiometry 
of PdDo. 7 , and approximately equal to the stoichiometry of PdDi.i which has 
been rumored to exist in the FP electrodes [2] under the effects of a strong 
overpotential. The most difficult step in this balancing process is the 
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equalizing of the contact resistances between the copper lugs attached to the 
welding cable and the samples. The contact surfaces are polished with emery 
paper and degreased with Freon. The samples cannot be welded because the 
hydrogen would be evolved from the metal during heating. We therefore 
attach the lug and sample with a C-clamp. Typical contact resistances we 
encounter are on the order of 1 mQ per sample. The heat transfer conditions 
for the two samples is equalized by the careful insulation of the both the 
dewars and the cables exiting them. We establish when the heat transfer 
environments are comparable in each case by monitoring the temperatures of 
the two samples relative to the heat sinks. Typically, before we begin a run 
with current applied, the temperatures of the two samples are within 0.5° of 
each other, and a degree or two above the convectively cooled thermal 
ground. 

When the current is turned on, we monitor the rise of the sample 
temperatures as well as the temperatures of the heat sinks. We also monitor 
the resistance of the samples to account for the change in resistivity as the 
sample rises in temperature. The temperatures of the samples exceed the 
sink temperature by 20-40°C; the exact value depends on the applied current. 
For the ca s^L ined, the temperatures of the samples track each other 
rather closely, suggesting that the total volumetric heating 
(. I 2 R + Pj U5 ) is quite similar. Since no excess enthalpy production is expected 
in the hydrogen control sample, the small temperature difference between 
the two samples can be used directly to determine an upper bound on Pf us . 

When the neutron counting has been completed, the current is turned 
off and the temperature is allowed to decay. This decay time can also be used 
to estimate the overall heat transfer coefficient. 
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4. Results and Analysis 

4.1 Neutron Measurements 

The pulse height spectrum from our neutron spectrometer is shown in 
Fig. E-2 for three cases. The raw counts during an 18-hour run are shown on 
the vertical axis, and the recoil proton energy on the horizontal axis. Because 
of the relatively poor statistics in these neutron counts, we do not unfold this 


spectrum to obtain an incident neutron spectrum. Shown 


in this fi 


X 


figure are 


three separate conditions during which we took data. . 

The first condition is without any deuterated titanium present. These 
background counts are the average of the results of three 18-hour runs. The 

averaging allows us to improve statistics and to account for, in a simple way, 

♦ <T\ 

the expected natural variation of the neutron background on a day-to-day 
basis. Data are also shown for two current levels, one at 20 A, the other at 30 
A. These two currents correspond to current densities of 30 and 46 A/ cm 2 , 
respectively. There appear to be no statistically significant counts above 
background for either current level, within the error bars shown. Notice that 
some weak structure* in the proton recoil spectrum, suggestive of a neutron 
peak, exists in the range of 2-3 MeV, for each set of data. We believe this 
phenomenon is due to the inability of the pulse-shape discrimination to 
eliminate completely the background gamma counts. This is a problem well 
recognized in the neutron measurement community, and is particularly 
problematic at the very low levels we are trying to measure [5]. One possible 


*A step in the proton recoil spectrum, can indicate the presence of neutrons at an energy where 
the step occurs. 
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Figure E-2. Proton recoil pulse height spectrum. The dots are an 
average of three 18-hour background runs. The triangles and squares 
are the spectrum obtained at current densities of 30 and 46 A/cm 2 , 
respectively. 


way to correct this deficiency is to add a coincidence measurement of gamma 
counts using a Nal detector. 

4.2 Excess Heat Measurement 

Figure E-3 shows the time dependence of the temperatures in the 
apparatus as the current is first turned on to 20 A, and then when it is raised 
to 30 A after about 20 hours of operation. The temperatures of each of the 
samples, as well as the average temperature of the three heat sink "grounds," 
are shown. Notice that the temperatures of the two samples track each other 
fairly well, and both can rise well above the temperature of the heat sinks. 

The exponential rise times, x, of both of the samples from the zero current 
condition are between 80 and 90 minutes. The temperatures of the heat sinks 
remain quite steady at their 1 = 0 values for the duration of the experiment. 

The determination of excess rate of enthalpy production is facilitated 
by considering a simple bulk energy balance: 

MbulkCp,bulk ~ P(t) ~ hgffAeff [Tbulk (0 ~ Too] • (1) 

In Eq. (1), P is the total power release in the sample, and Tbulk is the 
bulk temperature of the sample, C-clamp, lugs, and a small length of the 
copper leads. Good thermal conductivity within the titanium sample and 
connecting hardware suggests that a uniform temperature is a reasonable 
approximation. The temperature Too is the ambient temperature. The product 
of the overall heat transfer coefficient, h e fj, and effective heat transfer area, 
A e ff, is an experimentally determined quantity. This term includes the effect 
of both conduction through the leads and natural convection to the interior 
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Element Temperature, 



Figure E-3. Time history of the temperatures of samples and thermal 
ground for 20-A and 30-A currents. 
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of the vacuum dewar. Since the insulation provided by the dewar is quite 
good, we expect the major heat loss to be conduction through the leads. This 
suggests that it is reasonable to take Too in Eq. (1) as the heat sink temperature. 
The mass of the C-clamp, lugs, and leads within the dewar are important to 
include when computing the effective thermal mass, M\, u lb and when 
calculating the heat transfer coefficient from the time constant of the 
temperature rise, T. 

It is possible to use Eq. (1) directly to yield an estimate of the 
temperature rise of the sample due to ohmic heating only. However, 
difficulties associated with the assignment of an effective heat transfer mass 
and bulk heat capacity usually make this calculation inaccurate. A better 
approach, adopted here, is to simply look at the steady-state temperature 
differences between the active sample and the control sample. For samples 
with the same heat transfer geometry (i.e., same h e ff A e ff), the steady state 
Tbulk ~ Too values will be in the same ratio as the enthalpy production rates in 
each sample. The steady state solution of Eq. (1) is 


.A 




Tbulk -To o = (PQ + Pfus )/(Heff A eff ) 


( 2 ) 


where Pq is the joule heating power. 

By taking the ratio of Tbulk ~ Too from each sample, we can estimate the 
upper limit of the excess rate of enthalpy production. For the 20-A case, the 
excess rate of enthalpy production does not exceed 0.085 W, or 11% of the 
ohmic dissipation. For the 30-A case, Ph# does not exceed 0.14 W, or 8.5% of 
Pq. By our calibration of the circuit with titanium blanks, we know that the 
heat transfer coefficients of the two samples can differ by about 10%. This 
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suggests that the "excess enthalpy" we have calculated above is probably a 
manifestation of the differences between the values of h e jf A e ff. It is clear 
from these measurements that any fusion power production is far below a 
break-even level, even at very high current densities. 

We now examine what the FP scaling of the excess enthalpy 
production with current density and volume would predict. Ref. 1 claims 
that a sample subjected to a current density of 0.064 A/cm 2 and a volume of 
0.078 cm 3 has an excess volumetric heating of 1.01 W/cm 3 . 
conservative in our extrapolations, we ignore the claimed linear dependence 
on volume of the sample, and we focus attentio the roughly linear 


dependence on current density. This extrapolati suits in an excess 
volumetric heating of almost 500 W/cm 3 for the 20-A case. The sample 


3 kW. This amount of power, if present, would make the deuterated sample 
red hot, and make thermal radiation the dominant heat loss mechanism. 
These high temperatures are not observed in our experiments. 


excess enthalpy production in relatively massive samples of deuterated 
titanium TiDo .9 subjected to high current densities of up to 50 A/cm 2 . If we 
assume that chemically stable TiDo .9 is fundamentally the same as PdD=i, 
with respect to bringing deuterons close enough together within the lattice 
structure to cause fusion, our results suggest that current density and volume 
do not play a direct role in the unknown process producing excess heat 
reported by Fleischmann and Pons. 



volume is about 6.5 cm 3 , resulting in a total enthalpy production rate of about 



Our experiments show that there is no significant neutron emission or 
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Appendix F 


Surface Analysis of Palladium Wire 

Introduction 

Surface analyses of Pd wire used in two different electrolytic cell 
experiments were performed. The first wire was from the LLNL first 
matched-cell experiment (Appendix A), while the second was from wire 
received from Texas A&M. That material was used in a cell where excess heat 
was reported. 

1. Texas A&M Material 

Analysis Requested 

We were asked to determine the composition of the black material on 
the surface of the palladium wire, looking especially for lithium, sulfur, and 
arsenic. 

Analysis Procedure 

vCo 

The sample was analyzed on the Perkin-Elmer 600 Multiprobe using 
Auger electron spectroscopy (AES) and secondary ion mass spectroscopy 
(SIMS), and on the Perkin-Elmer 5400 ESCA system using x-ray photoelectron 
spectroscopy (XPS). 

After verifying that the wire being analyzed was indeed made of 
palladium, an AES survey of the black material was taken to see what 
elements were present. Scans of the individual elements were then taken to 
determine concentrations. Next, the sample was sputtered for 1 minute at 
~ 200 A/min. using 4 kV Ar + ions, and then was surveyed again. Positive 
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and negative SEMS surveys were taken next to see what trace contaminants 
might be present. 

The sample was removed from vacuum and transferred to the ESCA 
system for XPS analysis. The black area was surveyed to see what elements 
were present. Because there was reason to believe that the analysis point was 
not perfectly aligned, no further data were taken; if desired, it can be pursued 
after the system has been realigned. 

Results 

Carbon, chlorine, calcium, oxygen, and iron were found on the black 
material in the initial AES survey of the as-received surface. A small amount 
of silicon may also have been present. Concentrations are given in Table F-l. 

One minute of sputtering removed nearly all of the carbon. At that 
point, chlorine, calcium, palladium, nitrogen, oxygen, iron, and copper were 
detected. Two other peaks were tentatively identified as platinum and 
cerium. Concentrations excluding the two "uncertain" peaks are given in 
Table F-l. 

The positive SIMS survey showed the presence of H, Li, B, N, O, Na, 

Al, K, Ca, Ti, Cr, Fe, Cu, As, Mo, Si, and possibly Mg and Ba. In addition, 
visible on the negative SIMS survey were F and Cl. A number of higher-amu 
peaks were also present which are molecular fragments rather than single 


Table F-l. Concentrations on black material on palladium wire, determined 
by AES (atomic percent). 



Ca 

O 

C 

Fe 

a 

Pd 

N 

Cu 

As received 

12.3 

38.7 

41.2 

6.6 

0.9 

— 

— 

— 

1-min sputtering 

17.4 

33.9 

— 

32.2 

0.8 

5.3 

2.4 

8.0 
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atoms, and most of these were not identified. SIMS is a completely 
qualitative technique, and thus elemental concentrations cannot be extracted 
from the data. 

The XPS data were taken with the intention that some oxidation states 
might be determined, but because there was some uncertainty about the 
accuracy of alignment (which might result in detection of elements from 
other areas on the sample or on the mount), and because the signal was very 
low, only a broad survey was taken to see what elements might be present. 
Elements seen on the surface were iron, fluorine, oxygen, molybdenum 
(possibly from the sample mount), calcium, carbon, silicon, and platinum. 

No concentrations were determined. If oxidation-state information is 
needed, more data may be taken after realignment of the instrument. 

Of the elements of particular interest, only a trace of arsenic was seen by 
SIMS, and it was not detected by the other techniques. Small amounts of 
sulfur could not be definitely detected by SIMS due to interference with the O 2 
peak, but as no sulfur was seen on either the AES or XPS analyses of the black 
material, it can be definitely stated that no more than 0.5% was present. Both 
AES and XPS are very insensitive to lithium, making small amounts difficult 
to detect, but the lithium peak seen on the SIMS survey is well above the 
normal background for a clean sample. 

Copies of some of the data are attached as Figs. F-l through F-4. 

2. LLNL Matched-Cell Wire 

Analysis Requested 

We were asked to determine the presence and depth of penetration of 
contaminants, especially lithium, on the surface of the two electrodes. 
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Analysis Procedure 

Analysis was performed on the Perkin-Elmer 600 Multiprobe using 
Auger electron spectroscopy (AES) and secondary ion mass spectroscopy 
(SIMS), and on the Perkin-Elmer 5400 ESCA system using x-ray photoelectron 
spectroscopy (XPS). 

The sample was first surveyed using AES to see what elements were 
present on the surface and estimate concentrations. The sample was then 
sputtered for 1 minute at ~35 A/min using 4 kV Ar + ion bombardment to 
remove atmospheric contamination, and was surveyed again. 

Next, the surface was surveyed using SIMS to see what elements could 
be detected. A depth profile was then taken at a sputter rate of 100 A/min to 
try to estimate the depth of contaminant penetration. Another survey was 
then taken at the end of the profile. 

The sample was then transferred to the ESCA system. It was surveyed 
over a 600-(im 2 area, again to see what elements could be detected and to 
estimate concentrations. It was sputtered for 2 minutes at 30 A/min to 
remove atmospheric contamination, and then was surveyed again. 

The following elements were detected by AES: silicon, sulfur, chlorine, 
carbon, calcium, palladium, oxygen, iron, and possibly copper and 
magnesium. Concentrations determined on the surface are given in 
Table F-2. SIMS detected the presence of hydrogen, lithium, carbon, sodium, 
aluminum, potassium, calcium, iron, palladium, and possibly titanium, 
chromium, and copper. XPS showed iron, oxygen, calcium, palladium, 
carbon, silicon, and a trace of aluminum; concentrations are given 


1 

Sputter rates were calibrated on a 1000- A layer of Ta20s on Ta. 
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Table F-2. Concentrations on Pd electrode determined by AES (atomic 
percent). 


Si 

a 

c 

Ca 

Pd 

O 

Fe 

Mg 


5.2 

0.6 

41.0 

8.8 

1.4 

33.3 

5.2 

4.8 



in Table F-3. Differences in the concentrations between the XPS and AES data 
are probably due to several factors, including variations in the sample surface, 
especially carbon coverage from atmosphere, and differences in sensitivity to 
the elements. in Table F-3. 

Qi 

Both AES and XPS have peak interferences which make it impossible 
to detect lithium. SIMS did show that lithium is present, but because this 
technique is purely qualitative, no concentrations could be determined. Also, 
SIMS showed the lithium to be greatly enriched in the amu 6 isotope; normal 
isotopic abundances are 7.52% (amu 6) and 92.5% (amu 7); the SIMS data 
showed the amu 6 peak to be 2-10 times that of the amu 7 peak. 

The sodium and potassium signals on the SIMS data are normal for 
most samples; the sensitivity of SIMS to these elements is so high and they 


Table F-3. Concentrations on Pd electrode, determined by XPS (atomic 
percent). 



Fe 

O 

Ca 

Pd 

C 

Si 

As received 

0.8 

38.6 

2.5 

1.1 

52.8 

4.3 

2-min sputtering 

2.6 

44.4 

3.6 

2.1 

39.1 

8.2 
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are so prevalent that they are always seen in all but the purest of samples. 
Other elements detected on the SIMS spectrum, however, are at contaminant 
levels. 

Because of the curvature and roughness of the sample surface, no 
accurate depth determinations could be made, and it is not known how far 
into the sample the contaminants extended. The SIMS depth profile (Fig. F-l) 
shows a sharp decrease in the Ca, Li, Al, and Fe signals in the first two 
minutes of sputtering; this is primarily due to the removal of surface oxygen, 
which enhances the signal of other elements, rather than necessarily to a 
decrease in concentrations. Shadowing of the ion beam due to the rough, 
grooved surface of the electrode is probably causing the continued gradual 
decrease in signals to be slower than the actual change of concentration with 
depth. The latter problem also exists with both AES and XPS attempted depth 
profiles; thus no conclusions about contaminant penetration could be drawn 
from the data. 
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Figure F-l. 
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Figure F-2. 
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UNITED STATES DEPARTMENT OF COMMERCE 
National Institute of Standards and Technology 
[formerly National Bureau of Standards] 

Gaithersburg, Maryland 20830 


September 5, 1989 


Dr. John R. Huizenga 
Co-Chairman, Cold Fusion Panel 
Energy Research Advisory Board 
United States Department of Energy 
1000 Independence Avenue, S.W. 

Washington, DC 20585 

In response to your letter of July 20, 1989, I am providing you with a 
short summary of my past and present research on cold fusion. 

1. Past: I demonstrated that a mechanism exists within the framework 

of standard Schrodinger quantum mechanics which can lead to the 
observed reaction rates . 

2. Present: In collaboration with V. Belyaev I am computing the 

reaction d + d-*p + 3 H and d + d->n + 3 He in^terms of a second 
order process. The reaction graph which we are investigating is 
shown, below. Note the loop in the graph. This, in fact, is to my 
knowledge the first case where a higher order process dominates 
overwhelmingly over the first order process. 



Michael Danos 

Center for Radiation Research 
Nuclear Physics Group 





Los Alamos National Laboratory 
Los Alamos, New Mexico 87545 


DATE: September 13, 1989 
IN REPLY REFER TO: ADR:89— 409 
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Dr. John R. Huizenga 
Co-Chairman, Cold Fusion Panel 
Energy Research Advisory Board 
to the Department of Energy 
1000 Independence Avenue, S.W. 
Washington, D.C. 20585 




Dear Dr. Huizenga: 

Please find the enclosed report on cold fusion research at Los Alamos. This 
report is being provided in accordance with your July 13, 1989, request. We hope 
it will be useful in your work, and we look forward to seeing your assessment of this 
subject. 

Jo 


Sincerely, 


RJJ:slg 
Enc. a/s 



Cy: R. Gajewski, ER-16, G-347/GTN 
S. S. Hecker, DIR/A100 
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RESULTS OF COLD FUSION RESEARCH AT 
LOS ALAMOS NATIONAL LABORATORY 

Prepared September 11, 1989, for the Cold Fusion Panel, 
Energy Research Advisory Board to the U. S. Department of Energy 


A broad program of experimental and theoretical cold-fusion research is cur- 
rently being pursued at Los Alamos. Shortly after Fleischmann and Pons an- 
nounced their claimed observation of cold fusion in simple electrochemical cells, 
Los Alamos staff members set out to confirm the Utah results. Electrochemical 
cells with many different electrolyte and cathode parameters and with nuclear radi- 
ation monitoring were put into operation, and the frustration began there was no 
evidence of excess heat or fusion products. When it became abundantly clear that 
cold fusion would be far more difficult (if not impossible) to attain than we were 
led to believe, the Los Alamos experimental effort settled down to systematic stud- 
ies of three aspects of cold-fusion phenomena: electrochemical cells, high-pressure 
deuterium-metal systems, and solid-state Si-Pd cells. 

Los Alamos theorists also have investigated several aspects of cold-fusion 
phenomena. These include reaction rates at very low energies, deuterium-metal 
cracking phenomena, Heitler-London and James- Coolidge electronic- wave functions 
for the deuterium molecule in the limit of electron coincidence between the atoms, 
atomic scale resonance phenomena, the location of deuterons in metal lattices, and 
electronic screening. 

Despite the frustration from the non-reproducibility of experimental results 
from all aspects of cold-fusion phenomena, Los Alamos researchers continue to work 
very hard to resolve the controversy over whether cold fusion is a reality or not. 
The prospect of producing tritium (T) by such a simple technique is too important 
for us to abandon this research before examining all avenues in an objective and 
systematic manner. 


ELECTROCHEMICAL CELLS 


Systematic Study of Cell Parameters 

Two investigators have been simultaneously operating up to 22 electrochem- 
ical cells with various electrode materials and charging parameters. In the early 
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going, considerable effort was directed at increasing the D/Pd ratio by alloying and 
by surface coating techniques. At first the cells were monitored with neutron coun- 
ters, but as reports of tritium buildup without detectable neutron emission came 
in from other laboratories, the electrolytes were assayed for tritium. At the end 
of two experiments (Runs 29 and 30), the electrolytes from the (Pt anode/sulfide- 
coated Pd cathode) cells both showed about a sixty-fold increase in their tritium 
content over the concentration of the stock solutions of electrolyte. However, the 
electrolytes were not assayed in the cells prior to charging, so contamination cannot 
be ruled out despite the fact that precautions were taken to avoid this possibility. 
To date, 70 cells have have been studied. Except for two special cases, the cells 
are now fitted with D 2 -O 2 recombiners. The special cases are Bockris clone cells 
that are too small to hold a recombiner. The Los Alamos researchers went to Texas 
A&M University and traded systems (cells, electrodes, electrolytes, D 2 O, rubber 
stoppers, syringes, and connecting wires) with the Bockris and Martin teams who 
claim their Ni anode/Pd cathode cells are producing tritium and heat. According 
to the Texas A&M account, the cells are charged at 50 to 60 mA/cm 2 for two weeks, 
and then the current is increased by an order of magnitude to produce significant 
amounts of tritium within 1 to 21 days. The two clones at Los Alamos are now 
beginning their third week of high-current operation with no tritium buildup. Each 
day, all 22 cells are monitored for tritium buildup. If an excess is detected, the 
indicated cell(s) will be placed alternatively in a high-efficiency neutron counter or 


before a high-resolution x-ray detector. 


;n sti 


A summary of the 70 cells that have been studied to date is given in Table 1. 
All cells except BB, BM and #70 used 0.2 N LiOD. The three exceptions used 
0.1 N LiOD. Total currents ranged from 40 to 1000 mA. 


When this work was started, emphasis was placed on determining the D/Pd 
ratio as a function of charging time. Various electrolytic poisons and surface treat- 
ments were investigated to determine their effect on the charging rate and D/Pd 
ratio. The plug and socket arrangement within the cell, used to facilitate weighing 
the Pd cathode, caused Cu, Zn, and Pb to be dissolved and deposited on the Pd. 
Application of Torr Seal to the plug and lead reduced this impurity problem, but 
the epoxy was found to absorb deuterium, thus adding to the apparent D/Pd ratio. 
A later design eliminated both problems, but by then the average D/Pd ratio was 
believed to be relatively unimportant. The newer, more reliable data are also shown 
in Table 1. The current cell design emphasizes the growth of surface dendrites con- 
taining various impurities and the collection of the electrolyzed deuterium gas as 
D 2 O using a recombiner. 


Attempts are currently being made to recreate the conditions that have given 
tritium buildup observed earlier in this work and reported at Texas A&M University 
and by Glenn Schoessow at the University of Florida. 
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There is no effort to measure excess heat, except by simple thermometry. 
However, promising cell configurations from this work are then adopted by an- 
other Los Alamos team doing high sensitivity calorimetry. Several Pd + Li alloy 
cathodes also have been prepared for investigators at Sandia National Laboratories 
(Albuquerque) and at Texas A&M University. 


Calorimetry of Electrochemical Cells 


At the Santa Fe Workshop on Cold Fusion Phenomena the importance of 
careful, closed-system calorimetry was stressed. One team at Los Alamos has con- 
structed a calorimeter that can detect a one-percent change in the ratio of heat 
output to heat input of an electrolysis cell. The cell is fitted with a Pt catalyst D 2 - 
O 2 recombiner, a feature that reduces the uncertainty in accounting for escaping D 2 
and 0 2 , and the uncertainty in tritium balance from differences in D and T volatil- 
ities. Neutron and gamma- ray detectors constantly monitor the system, although 
they are in poor geometry because of the calorimeter’s size. Small aliquots of elec- 
trolyte can be removed for tritium assay if heat generation is observed. Should any 
signal of fusion occur, the cell can be quickly placed in or before high-efficiency 
nuclear radiation detectors. «fVJ 




Thus far, two experiments have been performed. The first involved a 
Pt anode/cast, 99.8% purity, 2-mm diameter by 5-cm long Pd cathode/0.1 M LiOD 
cell. It was operated for two weeks at 50 mA/cm 2 without generation of heat or 
tritium. The second, currently in operation, involves a Pt anode/2-mm diameter by 
5-cm long Pd-Li (Li/Pd ~0.04) cathode/0.1 M LiOD cell. This unit was charged for 
two weeks at 50 mA/cm 2 , and the current has just been increased to 500 mA/cm . 
The intent is to operate the cell at this current density for at least three weeks. 
Thus far, no heat generation or tritium buildup has been detected. 
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HIGH PRESSURE GAS-METAL SYSTEMS 


These studies involve the use of high-efficiency neutron counting of pressur- 
ized gas containers. Generally, the containers are loaded with 25 to 100 grams of 
Ti or Ti- alloy lathe turnings that are exposed to high pressures of D 2 gas, and 
then are repeatedly cycled in the neutron well counters between liquid nitrogen 
and room temperature. On rare occasions, small bursts of neutrons (up to about 
100 source neutrons during a 50 to 100 fisec window) have been observed. Control 
experiments with hydrogen gas have not produced such bursts. Because of the 
non-reproducibility of these experiments, the hydrogen control measurements will 
continue. Thus far, Ti-662 alloy (6% Al, 6% V, and 2% Sn) has been more likely 
to produce neutrons than Ti metal or Ti-64 alloy (6% Al and 4% V). The neutron 
counters are of the central well or of the channel configuration, polyethylene mod- 
erated, with 3 He-filled neutron detector tubes. Efficiencies for 252 Cf spontaneous 
fission neutrons range from 20 to 33%. Three units have two concentric rings of 
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tubes and one unit contains three rings, designed to provide neutron energy reso- 
lution. In most of these measurements acoustic sensors are placed on the pressure 
vessels to detect cracking. Earlier, the fracture or cracking mechanism was consid- 
ered a likely candidate to provide the accelerating potentials for fusion reactions. 
The acoustic sensors indicate otherwise; correlations between cracking noise and 
neutron bursts have not been observed. In measurements with the neutron counter 
containing three rings of detector tubes, a pressurized gas container was converted 
to an ionization detector so that ionization and neutron emission could be measured 
simultaneously, on the consideration that ionization events and electron emission 
should be far more intense than neutron emission in the cracking process. Several 
ionization events from small (1 g) Ti foils have been observed, but not in coinci- 
dence with neutrons. The cracking mechanism for neutron production, although 
unlikely, will be further investigated with insulators (Si02) in the place of Ti and 
its alloys. 

The conditions and results for most of the pressurized gas/metal experiments 
are given in Table 2. 

If conditions can be found that give reproducible neutron production, the use 
of DT gas will help provide an estimate of the reaction4|emperature. The ratio of 
14-MeV neutrons from the D-T reaction to 2.5-MeV neutrons from the D-D reaction 
contains temperature information. If local hot fusion is occurring, D-T gas should 
yield at least 10 times more neutrons than D-D gas because of the higher probability 
for the D-T reaction (see Figs. 2 and 3 and the discussion under THEORETICAL 
ACTIVITIES). Conversely, if the reactions are “cold,” metal lattice vibrational 
energies are very low (<1 eV) and the D-D reaction rate should be greater than 
the D-T rate. 

SOLID STATE Si-Pd CELLS 

The motivation for the following solid-state cell design (Fig. 1) was to create a 
metal-insulator semiconductor junction where a non-equilibrium condition could be 
produced either by electron injection or by diffusion of deuterium ions. The small 
cells are constructed of alternating wafers of Pd powder and of slightly oxidized Si 
powder pressed into a monolithic, gas permeable pellet that is exposed to D gas at 
110 psia resulting in a D/Pd ratio of about 0.7. The Si-Pd pellet is normally pulsed 
at 500 volts and at a low duty cycle to reduce Joule heating. The pulsing presumably 
injects electrons from the Si into the Pd and enhances electronic screening in the 
Pd lattice. 

Ten experiments have been conducted. The cells are operated in a neutron 
counter and tritium assays are performed on the D 2 gas before and after the run. 
In the early runs, the neutron counting efficiency was low (~1%), and the back- 
ground was relatively high. In one of these runs, the neutron rate appeared to be 
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above background and the tritium content of the D 2 gas was about three orders of 
magnitude greater after the run than before. In recent runs, neutron counting has 
been performed in a low background environment with 20% detection efficiency, 
and neither the excess neutrons nor the tritium buildup has been reproduced. A 
tenth cell is currently in operation. Details are shown in Table 3. 


MISCELLANEOUS 


A single experiment was performed in which deuterated Pd foil was explo- 
sively compressed. Both on-line neutron counters and later counting of activation 
foils indicated that neutron production was below the limits of detection of either 
method (<10 4 neutrons from the device). 


THEORETICAL ACTIVITIES 

As discussed in the introductory paragraphs, theorists at Los Alamos have 
already addressed some aspects of cold-fusion phenomena, and an expanded effort 
is both in progress and about to bloom. <b 

Results of the fusion reaction rate calculations at very low kinetic energies 
are shown graphically in Figs. 2 and 3. These calculations have demonstrated 
the importance of using DT gas in the pressurized gas-metal measurements as 
an indicator of the reaction temperature and/or kinetics where microscopic “hot 
fusion” might be occurring. The curves indicate that the D-D and D-T fusion 
rates are about equal at 50 eV, but for deuteron energies above 300 eV the D-T 
rates are >100 times the D-D rate. Several analyses of barrier penetration factors 
for cold-fusion reactions in metal hydrides have shown that, at typical vibrational 
energies in the lattice (<1 eV), the fusion rate for D-T pairs is much less than for 
D-D pairs, and both rates are less than the rate for H-D fusion. This is associated 
with the fact that the reduced mass, which enters the exponent in the penetration 
factor, is largest for D-T and smallest for H-D. Some early electrolysis experiments 
at Los Alamos were designed to exploit this fact by using an equal mixture of H 2 0 
and D 2 0 in the electrolyte and looking for the 5.4-MeV gamma ray from the H-D 
reaction, without success. 

The following is a brief summary of the present cold-fusion research program 
in the Los Alamos Theoretical Division. 
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Molecular Physics and Theoretical Chemistry 


Early analysis showed the experimental results of Jones, et al, and of Fleis- 
chmann, Pons, and Hawkins could not be explained as muon catalyzed fusion in- 
duced by cosmic rays. 


The possibility of the fusion of two deuterons screened by the conduction 
electrons in a metal is currently being investigated. There is reason to believe that 
the deuterons are bound by a quasi-one-dimensional electronic motion induced by 
the presence of the metal lattice. Ab initio calculations reveal an unexpected state 
under these conditions bound with keV energies at internuclear distances of less 
than 0.1 Bohr. Tunneling integrals calculated from preliminary results yield fusion 
rates much greater than 1 / second for the few “molecules” in this channel. However, 
much more work is necessary to verify the approximations made about the physics 
of the molecule/metal system. Although exciting, we emphasize that this work is 
very speculative and at a primitive stage of development. 


The location and distribution of the D atoms within the lattice of the 
metal electrode is another crucial piece of information that is not known for many 
D/metal-atom ratios, and considerable effort is being devoted to solving these ques- 
tions. In progress is the development of a better description of the atomic, molec- 
ular, and condensed-matter physics, examining electronic screening of deuterons in 
Pd and Ti and developing a better understanding of the behavior and quantum- 
mechanical state of deuterons in metal lattices. The latter involves the parameter- 
ization of the D-D interaction potential, determination of deuteron location as a 
function of D to Pd ratio, and the use of electronic-structure calculations for metal 
clusters. 


Nuclear Theory 



Efforts are underway to use R-matrix formalism to calculate absolute reac- 
tion rates for hydrogen isotope fusion reactions and to predict branching ratios for 
D-D reactions at very low deuteron energies. This branching ratio has been esti- 
mated by using current charge- independent ^He R-matrix calculations to very low 
energies; the proton branch was found to be only slightly enhanced. Further calcu- 
lations will include nucleon charge exchange mechanisms that, in conjunction with 
the deuteron charge polarization (the Oppenheimer-Phillips effect), are thought 
by some to offer the possibility of the strong enhancement of the proton branch 
reported by several experimental groups here, at Texas A&M University, at the 
Bhabha Atomic Research Centre, India, at the University of Florida, and at the 
Institute of Petroleum, Mexico. 


Cracks and Defects In Solids 

It is difficult to see how a crack- driven acceleration potential could produce 
the neutron yields observed in the pressurized D 2 gas-Ti metal/alloy experiments. 
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The problem with reaction-in-flight fusion is that in anything but very hot, low- 
Z plasmas, multiple Rutherford scattering and ionization decelerate the deuteron 
so rapidly that its probability of reacting becomes very small. When the small 
fusion cross section at low energy also is factored in, the probability becomes too 
small to account for any of the reported experimental observations. Perhaps there 
are effects in these very special materials that would enhance the reaction-in-flight 
probability. Channeling is one effect currently under investigation. Other effects 
will be investigated. 
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Figure 2 



Figure 3. 


deuteron energy (eV) 


TABLE 1. Electro-chemical Cells 


# 

Form 

Alloy 

Surface 

P r e - 

Electro. 

Anode 

Container 

Epoxy on 

Max. 

Date 




Treatment 

Treatment Poison 



lead 

D/Pd 

Started 


A 

B 

C 

D 

E 

F 

G 

H 

1 

J 

A(sc) single crystal 

none 

zone melted 

none, Cu, Pb 

Pt 

glass 

no 

0.850 

6/1 4 

a(sc] 

) single crystal 

none 

zone melted 

thio, Cu, Pb 

Pt 

glass 

no 

0.81 0 

6/1 9 

2 

coin 

Pd+C 

std 

none 

none 

Pt 

plastic 

yes 


7/2 

4 

button 

Pd 

none 

anneajed 

none, Cu, Pb 

Pt 

glass 

no 

0.089 

5/4 

6 

button 

Pd+C 

C 

melted in C 

none, Cu, Pb 

Pt 

glass 

no 

0.121 

5/4 

7 

button 

Pd+S 

none 

none 

none, Cu, Pb 

Pt 

glass 

no 

0.680 

5/4 

8 

button 

Pd+C 

none 

none 

none, Cu, Pb 

Pt 

glass 

no 

0.024 

5/4 

9 

button 

Pd 

S 

H2S 

none, Cu, Pb 

Pt 

glass 

no 

0.720 

5/5 

1 1 

coin 

Pd 

S 

H2S+C 

none, Cu, Pb 

Pt 

glass 

no 

0.880 

5/9 

1 2 

coin 

Pd 

S 

H2S+C 

none, Cu, Pb 

Pt 

glass 

no 

0.840 

5/9 

1 3 

coin 

Pd 

std 

none 

none, Cu, Pb 

Pt 

glass 

no 

0.830 

5/8 

1 4 

coin 

Pd 

S,Cu 

H2S+C 

none, Cu, Pb 

Pt 

glass 

no 

- 0.800 

5/1 0 

1 5 

coin 

Pd 

std 

anneal 

none, Cu, Pb 

Pt 

glass 

no 

0.780 

5/1 0 

1 6 

coin 

Pd 

Zn 

Zn vapor 

none, Cu, Pb 

Pt 

. glass 

no 

0.800 

5/1 2 

1 7 

sheet 

Pt 

none 

none 

none, Cu, Pb 

Pt 

glass 

no 

0.000 

5/1 5 

1 8 

coin 

Pd 

Cu 

plated 

none, Cu, Pb 

Pt 

glass 

no 

0.700 

5/1 6 

1 9 

coin 

Pd+S 

std 

none 

none, Cu, Pb 

Pt 

glass 

no 

0.660 

5/1 6 

2 0 

coin 

Pd+Rh 

std 

none 

NaCN,Cu,Pb 

Pt 

glass 

m 

0.890 

5/1 8 

2 1 

coin 

Pd 

Ni 

none 

NaCN,Cu,Pb 

Pt 

glass 

no 

0.690 

5/1 9 

22 

coin 

Pd 

std 

none 

NaCN.Cu.Pb 

Pt 

glass 

no 

0.840 

6/1 

23 

coin 

Pd 

Ni 

none 

NaCN,Cu,Pb 

Pt 

glass 

no 

0.81 0 

5/20 

24 

coin 

Pd 

std 

annealed 

none, Cu,Pb 

Pt 

glass 

no 

0.760 

5/21 

25 

coin 

Pd 

std 

none 

none, Cu,Pb 

Pd+Au 

glass 

no 

0.820 

5/22 

26 

coin* 

Pd+Li 

std 

none 

none-thio 

Pt 

plastic 

yes 


6/1 

27 

coin 

Ni 

std 

none 

none 

rC* 

plastic 

yes 

0.090 

6/1 

2 8 

coin 

Pd+Rh 

std 

none 

thio 

Pt 

plastic 

yes 


6/2 



Pd 

S 


thio 

Pt 




6/5 


wmt 

Pd 

S 

■SEfctIMi 

none 

Pt 

IH30?' * c* 



6/5 

3 1 

com 

Pd+Rh+U 

std 

none 

thio 

Pt 

plastic 

yes 


6/8 

32 

coin 

Pd 

std 

none 

thfo 

Pt 

plastic 

yes 


6/8 

3 3 

coin 

Pd+Li 

std 

none 

none-thio.Cu 

Pt 

plastic 

no 

0.770 

6/1 5 

34 

coin 

Pd+Li 

std 

none 

none-thio.Cu 

Pt 

plastic 

no 

0.829 

6/1 5 

3 5 

coin 

Pd+Li 

std 

none 

none-thio.Cu 

Pt 

plastic 

no 

0.767 

6/1 5 

3 6 

coin 

Pd+Rh 

std 

none 

thio,Cu,Pb 

Pt 

plastic 

no 

0.861 

6/1 7 

3 7 

coin 

Pd+Rh 

std 

none 

thio,Cu,Pb 

Pt 

plastic 

no 

0.896 

6/1 7 

38 

coin 

Pd+Rh 

std 

none 

thio,Cu,Pb 

Pt 

plastic 

no 

0.848 

6/1 7 

39 

#26 B 

Pd + Li 

std 

none 

none 

Pt 

glass 

yes.special 



4 0 

coin 

Pd 

S 

H2S+C 

none 

Pt 

plastic 

no 

0.835 

6/20 

4 1 

wire 

Pd, Marsh. 

none 

none 

thio 

Pt 

plastic 

yes 

0.863 

6/21 

42 

coin 

Pd+S 

std 

none 

none 

Pt 

plastic 

yes 


6/24 

43 

coin 

Pd + B 

std 

none 

As203 

Pt 

plastic 

yes 


6/24 

44 

coin* 

Pd 

S 

H2S+C 

none 

Pt 

plastic 

yes 

0.745 

6/26 

45 

coin 

Pd 

S 

H2S+C 

none 

Pt 

plastic 

yes 

0.671 

6/26 

4 6 

coin* 

Pd 

S 

H2S+C 

none 

Pt 

plastic 

yes 


6/27 

47 

coin* 

Pd 

S 

H2S+H20 

none 

Pt 

plastic 

yes 


6/30 

48 

coin* 

Pd 

S 

H2S+H20 

none 

Pt 

plastic 

yes 


6/30 

49 

wire* 

Pd+Li 

none 

none 

none 

Pt 

plastic 

yes 


8/1 5 

5 0 

coin 

Pd sheet 

std 

none 

none 

Pt 

plastic 

yes 


7/2 

5 1 

coin* 

Pd sheet 

std 

annealed 

none 

Pt 

plastic 

yes 

0.800 

7/4 

52 

coin* 

Pd+C 

Na2S 

oxidized 

none 

Pt 

plastic 

l.yes, 2. no 

0.875 

7/8 

5 4 

coin* 

Pd 

std 

none 

pre-electro. 

Pt 

plastic 

no 

0.770 

7/31 

55 

coin* 

Pd+Li 

std 

none 

pre-electro. 

Pt 

plastic 

no 

0.740 

7/31 

5 6 

coin* 

Pd+C 

Li2S 

oxidized 

none 

Pt 

plastic 

no 

0.660 

7/31 

5 7 

strip’ 

Pd 

none 

none 

U metal 

Pt 

plastic 

no 


8/9 

58 

sheet* 

Pd 

none 

none 

thio 

Pt 

plastic 

no 

0.830 

8/9 

5 9 

sheet* 

Pd 

none 

none 

thio 

Ni gauze 

plastic 

no 

0.71 0 

8/9 

6 0 

sheet* 

Pd 

none 

none 1 

Li2S + aicohoi 

Ni gauze 

plastic 

no 

0.710 

8/9 
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TABLE 1. Electrochemical Cells (Continued) 


61 

sheet* 

Pd 

none 

none 

Fe metal 

Pt 

plastic 

no 

0.800 

8/9 

62 

sheet* 

Pd 

S 

H2S 

none 

Pt 

plastic 

no 

0.560 

8/9 

63 

sheet* 

Pd 

s 

H2S 

pre-electro. 

Pt 

plastic 

no 

0.670 

8/9 

64 

sheet* 

Pd 

s 

H2S 

none 

Pt 

plastic 

no 

0.690 

8/1 5 

65 

coin* 

Pd+C 

std 

none 

none 

Pt 

plastic 

no 

0.770 

8/15 

66 

strip* 

Pd 

none 

none 

none 

Ni wire 

plastic 

no 


8/22 

67 

strip* 

Pd 

none 

none 

none 

stainless 

plastic 

no 


8/23 

6 8 

coin* 

ultra pure 

std 

none 

none 

Pt 

plastic 

no 

0.790 

8/30 

69 

coin* 

Pd, Englh. 

std 

none 

none 

Pt 

quartz 

no 


9/5 

70 

wire * 

Pd, Martin 

none 

none 

none 

Ni wire 

glass 

no 


9/5 

BB 

wire* 

Pd, Brokris 

none 

none 

none 

Ni gauze 

glass 

no 


8/7 

BM 
As of 

wire* 

9/6/89 

Pd, Martin 

none 

none 

none 

Ni gauze 

glass 

no 


8/7 
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A ** operating cells 

button* arc melted only 
coin* arc melted and rolled into coin shape 
sheet* 0.05" thick sheet cut into square shape 
strip* strip cut from sheet to give 0.05"x0.Q5"x1“ electrode 
wire* a cylinder having a diameter from 0.03" to 0.04" 

BB,BM* cells identical to those used at Texas A and M 
B Alloy made by arc melting Pd with the other component 
C Various surfaces applied as described under "D" 

std.* sanded with 200 grit paper and washed with nitric acid 
none*cleaned with HN03 or H202 
D H2S+C* heated in H2S+paraffin vapor 

H2S+H20* heated in H2S that was bubbled through H20 
H2S* heated in pure H2S to form Pd sulfide on surface 
oxidized* heated in air to produce microfractures on surface 
annealed * heated in vacuum 
E none, Cu.Pb* some ceils picked up Cu and Pb from electrode disconnect assembly 
thio* thiourea added to electrolyte 

pre-electro,* current was passed through electrolyte using a Pt dummy electrode before Pd was used 
F Pt*p!atinum gauze 

Ni wire* nickel wire was made into a spiral (0.3" ID) around the anode 
Ni gauze* gauze obtained from Texas A and M 
G Glass* flint glass 
Plastic* polyethylene 

H yes* Pt wire from Pd electrode was covered with Torr Seal to prevent Cu and Pb pickup 
1 Maximum determined from weight gain 
J Month and day cell started 
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TABLE 2. Pressurized Gas-Metal Experiments (Continued) 
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Table 3. Short Sample Histories of Solid State Cells 


Sample 1. 4-12, This cell shorted out after deuterium was added to the the 
cell. The cell was tested at LANSCE with 200 V pulses at 50 mW dissipation 
with no excess heating or neutron activity observed. 

Sample 2. 4-14, New ceramic disks and belleville washers were incorporated 
into the cell design to restrain the expansion of the palladium. The cell 
was filled with (110 psia) and used until 4-26 when about 5% was 
added to cell. Neutron activity was up to 5 sigma over background and 
monotonically decreased with operation until was added to cell. This 
sample was checked for helium (on 5-20) which was found at normal back- 
ground levels (15 ppm) and then kept sealed for further analysis. A 
tritium analysis done on 6-30 found the cell to have 1300 times the tritium 
background level present in the fill gas. Tritium confirmed in subsequent 
gas analysis and on stack monitor during initial release. 

Sample 3. 4-19, Control sample filled with 110 psia of No neutron 
count rate above background or correlated output found at LANSCE. No 
excess heating. 

Sample 4. 5-3, Vacuum control sample. This sample was filled with the 
palladium and silicon powder but was evacuated prior to testing at LANSCE. 
No excess heating or neutron activity obser^d over background. This 
sample was then filled to 110 psia of and jested for neutron activity 
and heating. Only one burst of neutron activity was seen at the start of a 
count and no excess heating was observed. Because of a leaky seal, this 
cell was only tested for 45 minutes at LANSCE. 

Sample 5. 5-8, D sample (110 psia) for use in Menlove's laboratory. This 
sample had a serious D,- leak and was only tested for 15 minutes with 
negative neutron and heating results\ 

Sample 6. 5-30, D2 sample (110 psia) for use in Menlove's laboratory. This 
sample shorted (resistance 350 ohms rather than 30K ohms) after it was 
initially pulsed. This sample had deliberately mixed palladium in the 
silicon powder layers. No neutron output within statistical error of 2 
sigma. Tritium analysis showed 110 micro curies per meter cubed (identical 
to fill gas bottle within 5%) . 

Sample 7. 7-18, sample (106 psia) made with mixed powder layers. Sample 
showed a 2%5 sigma increase in neutron output when voltage on cell was 
raised from 480 to 800 volts. Cell was run for 95 hours total. Tritium 
analysis showed 168 micro curies per meter cubed,, slightly over the fill 
gas value of 110. 

Sample 8. 8-9, Sample cell with new flange design (Figure 1) using mixed 
powders. New sample containment chamber used. Filled with 200 psig of D^. 
Because of Jones's cells the sample was only allotted 18 hours of counter 
time. No neutron output to within 1 sigma. Tritium level measured to be 
within 6% of fill gas level of 28 micro curies per meter cubed. 

Sample 9. 8-14, Sample same as 8 but outgassed at elevated temperature. 
Water, carbon monoxide and carbon dioxide as well as some hydrogen were 
evolved during the vacuum bakeout. Filled with 130 psia of D- . No neutron 
output to within 1.8 sigma and no voltage dependence observed. Tritium to 
be analyzed. 

Sample 10. 9-4, Layered sample in new containment chamber. Filled with 250 
psig of D Extensive measurements in progress in Menlove's channel 
neutron counter. 



ELECTROCHEMICALLY INDUCED COLD FUSION 

by 

John N. Harb and William G. Pitt 
Department of Chemical Engineering 
Brigham Young University 
Provo, UT 

The following is in response to questions posed by the Panel of Cold Fusion of ERAB in a 
letter to Dr. Steven Jones from John R. Huizenga dated August 9, 1989. 

PAST WORK 

We have developed a beaker cells whose mass is isolated from the environment for use 
in our Cold Fusion experiments. This cell features a catalyst system to recombine evolved 
D 2 and O 2 . The recombination is expected to concentrate any helium and/or tritium 
produced by the fusion reaction. A gas collection system provides samples for chemical 
analysis. Experiments were conducted in the presence of a sensitive neutron detector and 
the electrolyte was analyzed for tritium. In addition, ICP analysis and SEM/EDX analysis 
were performed on the electrodes. 

A rough schematic design of this cell is shown in Figure 1. The host metal electrode 
is a cylindrical palladium rod of 0.5 mm diameter. This rod is surrounded by a concentric 
counter electrode of palladium wire. The electrodes are contained in a glass cell surrounded 
by an evacuated glass jacket. Calibrations were performed to determine the heat loss from 
this cell. Calibrations showed that the heat sensitivity of the cell was about 0.25 watts. 

The key feature of this cell is that mass inside the cell is completely isolated from 
the outside environment. This isolation is made possible through the use of a recombina- 
tion chamber which provides a platinum catalyst on which the oxygen and deuterium (or 
hydrogen, in reference blank experiments) may recombine. Excessive pressure build up 
owing to O 2 and D 2 is thus eliminated. A cation exchange membrane is placed between 
the anode and cathode to prevent O 2 and D 2 from mixing inside the cell. The evolved 
gases exit the cell separately, pass through separate flow meters and then recombine in the 
recombination chamber. The volume of the recombined water is measured, and the water 
is cooled to room temperature before it is returned to the glass cell. The recombination is 
performed externally to the glass cell so that the heat evolved in recombination will not 
build up in the electrolyte. 

Gases remaining in the cell and recombination chamber are collected and analyzed 
by mass spectrometry. After the experiments are finished, water from the recombina- 
tion chamber and electrolyte are analyzed for tritium using beta counting on a Beckman 
Betamate instrument. Key features of the cell are summarized in the list that follows: 

1) Separate electrode compartments eliminate in-cell recombination or burning of 
palladium. 

2) The closed system with external recombination prevents escape of fusion prod- 
ucts. Both gas and electrolytes are analyzed for fusion products. 

3) Use of a palladium anode prevents contamination of the cathode with other metal 
cations. 
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4) Threemolar lithium deuteroxide is used to provide high conductance and thus 
low joule heating. 

5) Four thermocouples in the cell measure electrolyte temperatures with an accuracy 
of about 0.1° centigrade. 

6) The vacuum jacket around the cell minimizes heat loss and allows us to detect 
heat at the level of 0.25 watts. 

7) Pressure, gas flow rates, temperatures, voltage, cell voltage, and cell current 
are continuously recorded on a data acquisition system. The experiments are 
performed at constant current. 

8) The concentric geometry of the anode provides a uniform current density at the 
cathode. 

9) The electrochemical cell is of the size to fit conveniently in the neutron spectrom- 
eter developed by Steve Jones, Bart Czirr and Gary Jensen of B.Y.U. 

N0 

Neutron emission measurements were taken during the course of electrolysis of the 
D 2 O in the cell. A total of 176 hours of foreground neutron emission measurements were 
made in two separate runs, the first of 56 hours, the second of 120 hours. A total of 139 
hours of background neutron emissions were recorded during electrolysis of 3M lithium 
hydroxide in light water. In the heavy water runs, the single neutron emission events 
were about 5.9 standard deviations above light water background. The coincident neutron 
emission events, or events in which more than one simultaneous neutron capture were 
recorded were 3.4 standard deviations above background. No excess heat was determined 
during any of the foreground or background runs. No tritium above background tritium 
in the D 2 0 electrolyte was detected in any of the foreground or background experiments. 
No 3 H or 4 H was detected by mass spectrometry. SEM and EDX analysis of the cathode 
showed palladium dendrite formation covering the cathode with very small impurities of 
iron and copper. The anode was pure palladium. Several pits were formed in the anode 
during the course of the experiments. 

PRESENT RESEARCH 

We are continuing to use the same electrochemical cell to study neutron emissions 
during electrolysis of heavy water. In present experiments we are maintaining the cell 
at room temperature or colder through the use of cooling coils which pass through the 
electrolyte. In addition to palladium we are also using anodes of nickel and platinum in an 
attempt to keep some electrochemical cells running for more than two months. Our present 
efforts will continue to concentrate on measurement of neutron emissions and detection of 
tritium. In the long term experiments which run for more than two months, the cells 
are not placed in the neutron counter — they are analyzed daily for tritium production. 
The data acquisition system will indicate if any anomalous heat is produced. In the 
event that we detect anomalous heat or tritium, we will immediately place the cell on the 
neutron spectrometer to determine if neutron emissions are coincident with tritium and/or 
anomalous heat generation. 
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Figure 1. Schematic of Fusion Cell 




A. Narath 
President 


Sandia National Laboratories 

Albuquerque, New Mexico 87185 


SEP 15 1889 


Professor John R. Huizenga 
Energy Research Advisory Board 
c/o Dr. William Woodard 
U.S. Department of Energy 
ER-6, 3F-061 
Office of Energy Research 
1000 Independence Avenue, S.W. 
Washington, DC 20077-9381 


Dear Professor Huizenga: 



Enclosed is the final report by Sandia National Laboratories to the ERAB Cold 
Fusion Panel. Our conclusions remain similar to the preliminary report you received 
in June. 


We hope this information will prove useful to the Panel. If you have further questions 
please contact Tom Picraux at 505-844-7681 (Fax 846-2009). 



Sincerely yours, 



Professor John Huizenga 
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COLD FUSION RESEARCH RESULTS 
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I. OVERVIEW 

Since the announcement of cold fusion in late March by the University of Utah investigators 
we have carried out an extensive range of research activities at Sandia National Laboratories in an 
attempt to duplicate those experiments and also to gain evidence for the existence of this 
phenomenon. The program has focused on experiments of both the University of Utah type, 
where significant excess heat was reported, and on the Brigham Young University type, where a 
lower level of fusion reaction was reported. Approximately twenty members of technical staff 
have been involved, representing expertise in materials science, radiation physics, electrochemistry, 
solid state physics and metallurgy. We find no evidence for the existence of cold fusion. 

II. DETECTION SYSTEMS 

Three special detection capabilities have been utilized in these studies. First we have set up a 
multi-detector neutron detection system of 3 He proportional counters and located it underground 
on Kirtland Air Force Base near our Albuquerque location. This has allowed us to carry out 
studies with both electrochemical cells and high pressure gas cells with the capability of detecting 
continuous neutron emissions corresponding to production levels as low as 100 neutrons/hr or 
bursts as low as 50 neutrons. Not only have these underground experiments allowed us to reduce 
background levels by three orders of magnitude from aboveground tests, but by correlating the 
signals from three independent detectors operating simultaneously we have found that we are able 
to essentially eliminate spurious artifacts which occasionally give false signals in one detector 
system but not in all three simultaneously. Single-detector artifacts were observed that closely 
mimic both continuous and burst emissions reported previously as being due to cold fusion. We 
remain willing to test demonstrated electrolytic or gas cycling examples of cold fusion using our 
low background, multiple counter configuration. 

A second special capability is a closed cycle Freon calorimeter system in which we are 
performing electrochemical cell experiments. This calorimeter has the advantage of being sensitive 
to the presence of small amounts of excess heat at high power levels (e.g., 1% at 20 W). Also, the 
total energy input is monitored from initiation of the experiment. We have conducted experiments 
with cast palladium electrode volumes >0.5 cm 3 at current densities above 300 mA/cm 2 for up to 
30 days, while taking into account all experimental details proposed to be important by Pons and 
Fleischmann and by Huggins. 

Finally we have utilized sensitive charged particle detection in conjunction with thin (25 pm) 
Pd foils where the foil forms one wall of the electrochemical cell. This approach allows the t+p 
branch of the d-d fusion reaction to be detected with essentially no background at very large 
detection efficiencies. The above three detection approaches have allowed us to exceed the 
sensitivity of the U. of Utah and the BYU experiments. 

III. COLD FUSION EXPERIMENTS 

A. Electrochemical Cells — (1) U. of Utah Type : Electrochemical cells designed after the Pons 

and Fleischmann experiment have been operated using various electrode preparations (including 
cast Pd, Pd 1 at.% Li alloy and t-loaded Ti films), current densities (up to 990 mA/cm 2 ), and 
times (up to 77 days). We have searched for the presence of radiation using neutron detectors, 
tritium by analyzing the electrolyte, and excess heat with our calorimetry system. (2) BYU Type : 
Electrochemical cell experiments of the type reported by Jones et al. have been conducted using a 
wide variety of electrodes including Ti and Pd, immersed in LiOD or the Jones "mother earth" 
electrolytes. These were carried out under normal laboratory conditions, as well as at the high 
neutron sensitivity underground location. (3) Thin Wall Cell Type : We have also utilized our thin 
wall cell configuration to obtain an order of magnitude higher sensitivity than in the Jones 
experiment (for bulk reaction rates within the Pd thin foils). These studies, as well as those of the 
BYU type, have been carried out for both steady-state and pulsed charging modes to look for cold 
fusion under highly non-equilibrium conditions. 

B. Pressure/Temperature Gas Cycling — We have carried out a wide variety of experiments in 
which pressure and temperature have been cycled between 1 atm and 4 kbar and between room 
temperature and 77 K in deuterium gas. Materials included Pd powder, Ti powder, sintered Pd-Ti 
powder of the prescription given by Jones, TiD 2 , Ti electrodes soaked in Jones electrolyte, and 
TiV and Zr shavings. The sensitive underground neutron detection system was used. 

C. Plasma Loading — We have conducted experiments in which the atomic deuterium was 
introduced into Pd powder by plasma loading and the radiation measured by neutron and charged 
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particle detectors. Experiments focused on understanding conditions for minimizing surface 
recombination and allowed loading ratios of about 0.9 D-Pd to be obtained. 

D. Implantation Loading — Direct deuterium ion implantation into Pd and Zr at low substrate 
temperatures (40 K) was carried out to achieve superstoichiometric conditions. In the case of Pd, 
for example, we achieved loading ratios as high as D/Pd “1.6; in all cases charged particle 
detectors were used to monitor the t+p branch of the cold fusion reaction. 

E. Chemical Assays for Fusion Products — We have collaborated with Rockwell International 
(Canoga Park, CA) in the search for evidence of 3 He or 4 He fusion products in Pd electrodes from 
electrochemical cells provided by a number of U.S. laboratories. Presently we are in the process 
of participating in the double-blind helium tests being coordinated by Battelle-PNL on University 
of Utah samples. Measurements at Rockwell’s Helium Assay Facility involve vaporizing samples 
under vacuum, passing all gases through multiple getter stages and measuring the helium 
concentrations using a precision mass spectrometer that had been calibrated with Pd samples 
implanted at various 4 He fluences by Sandia. The ultimate detection level is ~1 x 10 10 helium 
( 3 He or 4 He) atoms per gram of Pd. 

In all the experiments which we have completed we have found no evidence for the presence 
of any radiation, radiation products, or excess heat which would have indicated the presence of 
cold fusion. We believe that we have faithfully reproduced the experimental conditions as best 
known and have a greater sensitivity for the presence of the phenomenon than that reported by 
the original investigators. 

IV. SUPPORTING STUDIES 

A. Loading Kinetics of Electrochemical Cells — Two experiments were conducted to better 
understand the actual loading kinetics of Pd electrodes, since it has been speculated that high D- 
to-metal loading ratios are important and there have been questions as to the loading times, cell 
operating conditions and electrolyte conditions under which proper loading may be achieved. In 
the first experiments thin wall cells were utilized in conjunction with an external ion beam for in 
situ analysis of the D concentration within the Pd metal during cell operation. Loading dynamics, 
as well as D/H poisoning kinetics, were examined. In the second set of experiments the 
permeation through electrochemical cell thin foils was used to examine the influence of palladium 
electrode surface preparation on the loading achieved. 

B. Deuterium Atom Spacing — Molecular dynamics and total energy band structure calculations 
were carried out to examine the minimum D-D spacings which should be expected. Theoretical 
consideration was also given to possible closer spacings on the surface of Pd. Even for 
superstoichiometric D:Pd ratios no evidence for D-D spacings closer than that for the D 2 molecule 
(about 0.7 A) was found under the most favorable model conditions, and in all of these studies no 
evidence was found to predict a sufficiently close spacing as required by the proposed rates for 
cold fusion. 

C. Power Balance Calculations — The assertion by Profs. Fleischmann and Pons of excess energy 
production is derived from a power balance calculation based ultimately on Newton’s Law of 
Cooling which may not be directly applicable in their situation. They use a submerged resistor to 
heat the electrolyte solution and assume a constant heat transfer coefficient which in turn is used 
to calculate the energy loss rate, k T AT, to the surrounding environment. However, total heat loss 
(especially from evacuated Dewar cells) may be dominated by evaporation of electrolyte which 
increases exponentially with temperature. Calculations under the assumption of evaporation- 
dominated heat loss suggest that there is, in actuality, little or no excess energy produced. 

V. SUMMARY 

In summary we have investigated electrochemical loading, pressure and temperature cycling, 
and the direct formation of superstoichiometric metal hydrides by implantation for the production 
of cold fusion. We have also probed in real time the kinetics of hydrogen isotope loading of 
electrochemical cells. In selected cases, electrochemical and gas cycling studies were carried out 
with neutron detection at extremely low background rates in underground facilities; unexpected 
spurious continuous and burst signals were observed in helium- 3 detectors and it was found that 
multiple detectors provide a method to exclude such spurious signals which might otherwise be 
interpreted as evidence for cold fusion. We find no evidence to support the existence of cold 
fusion in these studies or to suggest the appropriateness of initiating an extensive program of 
research in this area. 
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August 31, 1989 


Dr. William Woodard 
Secretary, Cold Fusion Panel 
ER-6, 3F-043 
US Department of Energy 
1000 Independence Avenue, SW 
Washington, DC 20585 

Dear Dr. Woodard: 



The following information is supplied in response to letters of July 12 and 

August 9, 1989 from Dr. Huizenga. 

1 ) D 2 O comes from a stock of low activity moderator kept in our reactor 
moderator facilities. Tritium activity is 120 +/- 20 d/m/ml. 

2) Our first cell which has operated for 3 months is a parallel 

&3) plate array with one 1" x 2" x .015" thick plate of palladium supported 
between two similar plates of platinum. The cell is contained in 
glass with Teflon™ and Pyrex™ supports. Electrolyte is 0.1 molar 
LiOD. Argon purge gas of 99.99% purity and 1 cc/sec flow rate 
carries decomposition gasses and vapor products from the cell. A 
cold trap and silica gel bed dry the gas which then passes across a 
mass spectrometer sampler. The gas is then mixed with a mixture of 
90% argon plus 10% methane and flows through a 350cc 
proportional counter for tritium measurement. The cell is contained 
in a calorimeter which continuously monitors power within +/- 0.05 
watts for a typical cell power of 6.5 watts and a current density of 
0.040 amperas per cm2. Total mass and energy into and out of the 
cell are carefully measured. Deuterium loaded into the pladium is 
computed from the mass spectrometer data. 


Neutron flux is measured at the cell by two moderated helium -3 
counters with a similar background counter located 6 meters away. 
Gamma flux is measured by a high resolution intrinsic germanium 
detector and a 3" diameter x 3" Iona sodium iodide scintillation 
detector at the cell. A 4" x 4" x 12 y Polyscin detector monitors 
gamma background 6 meters from the cell. 

4) D 2 0 is added every two days through the argon purge inlet. 
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5) Tritium Analysis 

a) No purification is done on samples. Most of the samples are 
condensed D 2 O vapor. 

b) Prior to assembly, all cell components are checked for tritium 
contamination with a windowless gas proportional counter. 


c) Liquid tritium counting is done by adding sample water to 
scintillation cocktail and counting in a scintillation ^counter. 
Liquid is counted once a week or when a significant change is 
observed in the cell. 

d) Tritium content of electrolys product gas is continuously 
monitored by a flow-through proportional counter. 

e) No tritium has been observed above expected levels due to 
electrolytic concentration. 

6) No significant neutron signals have been observed above background. 


7) 


8 ) 


Total energy input has been balanced by total energy output within +/- 
2 %. 


No tritium sources are located in the building where the cells are 
operated. 

Electrical characteristics of the cell have not been stable and have been 
severely affected by addition of small amounts of poisons. Workers 
finding tritium have reported that only a small percentage of cells 
produce tritium after a long period of time. Our single cell is, therefore, 
not a statistically adequate sample for the observed effects. We are 
assembling 12 cells with 1 cm2 paiadium cathodes and nickel anodes. We 
have obtained components for another cell from Dr. John Bockris at Texas 
A&M and have started this cell into operation. Forty-five additional cells 
are being built using pure components to obtain careful control of a 
variety of poisons. No argon purge will be used with these cells and heat 
will not be measured. Some cells will be made with catalytic deterium - 
oxygen recombiners. Also under construction is equipment to monitor 
tritium content of off-gas products from these cells. 
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We are conducting an optical microscope study of paladium surfaces 
during electrolysis of lignt water and we have found that formation of 
hydrogen and oxygen gas occurs at very small and widely separated 
locations on the surface. This may be significant to electrode behavior 
after poisoning by extremely small amounts of other elements. 

Should you need additional information, please let me know. 


Yours very truly, 

Henry W .^Randolph 
Physicist 

Sr. Research Associate 

Westinghouse Savannah River Laboratory 
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BROOKHAVEN NATIONAL LABORATORY 
ASSOCIATED UNIVERSITIES, INC. 

Upton, Long Island, New York 11973 

(516) 282\ 

FTS 666 x 2772 

Office of the Director 


September 18, 1989 


Dr. John R. Huizenga 
Co-Chairman, Cold Fusion Panel 
Energy Research Advisory Board 
1000 Independence Avenue, S.W. 

Washington, D.C. 20585 

Dear John: 

Enclosed you will find the material you requested summarizing our 
past and present research on cold fusion. 

You will shortly see that I have written an article with Bob Crease for 
the Sunday Times magazine section on cold fusion. Hope you enjoy it. 

Sincerely, 

N. P. Samios 
Director 

Enclosure 




TELEX: 6852516 BNL DOE 


FACSIMILE: (516)282-3000, FTS 666-3000 


CABLE: BROOKLAB UPTONNY 






RESULTS AND COMMENTS: 

Fcr a number of years we have stored D 2 . for laboratory 

use. as a r.etai de uteride . The tritium content of such 

wa s found to be substantially higher than that frcr. the 

gas cylinders known t#uh tv e been used tc supply nest cf the 

stored deuterium However, it is net certain that they 
these were the only cylinders which were used. While the 
cylinder dated 1/1C/7I (see table) was not used tc charge 
the reservoirs it indicates that sore D 2 cylinders nay have 
s substantial ,f Concert . Further, the it is also possible 
that son.^T contamination by other means occurred over the 
course cf years. 




TRITIUM CONTENT OF METAL PEUTERIDE RESERVOIRS 


Reservoir 

=veigh 

t,g T. content 

ct (day~^ir.l - ^ ) 

Reservoir Age, 

FeTiD., 

1500 

S66+/-14 

11 

FeTiD >: 

1500 

8 59->-/ — 13 

12 

REi:i 5 D x ^ 


1226+/ -14 

>5 

Fe 7 TiMn o 


S2+/-4 

c /' ! 

+ RE = Rare 

earth 

components derived 

from misch .^eta 


TRITIUM CONTENT OF D£ C-AS CYLINDERS 

Cylinder # T content 

ct izs.f~-r.l~~) 




MATERIALS USED IN COLD FUSION EXPERIMENTS 


PRINCIPAL INVESTIGATOR: Stephen W. Feldberg 


ORGANIZATION: BNL (DAS) 


SHORT DESCRIPTION OF TYPE OF EXPERIMENT: 

Search for neutrons and/or gammas 30 MeV) associated with electrolysis of D 0 
(+ 0.25^LiOD) at Pd electrode: (Total current *>*2A; current density ~0.6 A/cm 2 ) 2 
Also a crude estimate of power balance. 

Pd was annealed and pre-deuterated to *“0.7 H/Pd 


A' 


0 


RESULTS AND COMMENTS: 

No neutrons; no gammas; no heat (tl0$) 


r 

-2 weeks; study was carried out during 2nd week. Since Pd 
a large (5.8 gm) cylinder (0.6 cm d x 1.5 cm) it might be 
argued that we did not electrolyse long enough. Predeuteration should. 
Cell had a Fuel-cell (H + 0 ) catalyst so £otal loss of D_0 after 2 weeks 

<1ml ^ 2 ' 


Cell ran for 
electrode was 


at 2 Amps was 


( H + 

(out of c 25 ml). 




of D 0 
2 




I. MATERIALS USED FOR ELECTROCHEMICAL EXPERIMENTS (please complete one sheet for 
each experiment) 


MATERIAL 

PURITY 

ALLOYING 

ELEMENTS 


CATHODES 

Pd 

99.9+ 


ANODES 

(Corresponding) 

Pt 

99.9+ 


SOURCE OF 
MATERIAL 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 

CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 


Stock 


Outgassed at 200° c/10 


A 


0 




Predeuterated at 300° and 20 A^m D and 
cooled to ~ approximately room temperature 
Final comp ( by weight; D/Pd M3. 7) 


£ 


NOTABLE 

OBSERVATIONS 


✓ 


<F 


Si 


$ 


Stock 


D / METAL RATIO ATTAINED 


Excgss 

EXPERIMENT YIELDED/HEAT 

yes 

X 

no 

NEUTRONS 

yes 

X 

no 

TRITIUM 

yes 


..no 

HELIUM 

yes 


..no 

GAMMAS 

X 

no 



MATERIALS USED IN COLD FUSION 
PRINCIPAL INVESTIGATORS 

S.W. Feldberg, S.D. Hoblit. J. R. Johnson, O.C. Kistner. 
G.Matone, L.Miceli, J.J. Reilly, A .M. Sanaorf i . C . E . Thorn . 

C.S. Whisnant 

ORGANIZATION 


BNL 

SHORT DESCRIPTION OF EXPERIMENT 

Search for emission of neutrons 
systems using a Nal detector with 


\0 

in metal/deuterium 
an efficiency of about 


1 


%. The experiments were carried under varying conditions of 


pressure , temperature and solid compositions. 


RESULTS AND COMMENTS 


No counts above background which could be attributed to 
to a D-D fusion event were observed. However, it should be 
noted that the counting arrangement required that the counts 
be integrated over a five minute period; thus detection of 
of random neutron bursts of less than 2000 would be 
unlikely because of the low efficiency and a background of 
0.5 +/-0.1 neutrons /sec . 
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SUMMARY 


METAL/DEUTERIUM SYSTEMS 


EXP# 

CPD . 

WT. g 

p,d 2 

atm. 

T, K 

REMARKS 

2322 

vd 2 

45.9 

34 

77-293 


2322 

VD X + 

45.9 

1-16 

293-358 

x=2- . 8 

2323 

TiD 2 

70.2 

<<1 

77-293 








2324 

Ti 

70 

20 

77-293 


2324 

TiD . 1 + 

70 

20-> >1 

293-575 

reacted 







2324 

TiD. 2 + 

70 

✓ ' 

20-> > 1 

293-601 

reacted 

2329 

. ik 

Ti 

48 

\ 

V 

10 

77 


2326 

LaD 3 

25 

32-1 

298-725 



F eTiD - x 1000 

15 

293 



FeTiD - 2 

1000 

15 

293 



+ Reacted in situ. 

* Commercial grade, 90% Ti , 6%A1, 4% V 



H. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
for each experiment) 

MATERIAL V (¥lA E-ycfi- r£- 

PURITY 99.7 # /. V/ 

ALLOYING 

ELEMENTS 

SOURCEOF a o c/ c 

MATERIAL 1 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 

ATMOSPHERE ^ c 

VACUUM C C 

SPECIAL TREATMENT 

CHARACTERIZATION 

STRUCTURAL 



CHEMICAL 

BEFORE OR AFTER USE B e to v ^ 
METHODS /^ecLS^’e. P>x 


, A' 

► v \ 

+ L 
la-R. 


e . 


RESULTS 


c o a’Vi 




V^O lA'-t' 


NOTABLE 

OBSERVATIONS 



D/ METAL RATIO ATTAINED 


EXPERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 


yes 

_yes 

yes 

—v yes 


___A^7_no 

^r_no 

^_no 

4-"' ito 



II. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
for each experiment) 

MATERIAL 

PURITY T f . 7 4 V 

ALLOYING 

ELEMENTS 

sssr t-'T- 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 
SPECIAL TREATMENT 






0 


0 * 


v+ 


CHARACTERIZATION 
STRUCTURAL 
CHEMICAL — 

BEFORE OR AFTER USE ^ d ^viv.r 

METHODS A*- e J >-< v e £y*lytitf 

RESULTS 

7^ * C o'~- CtC6V J i Cj 

•f'c lu UJ <v-e «- c_"f~ / o'Vn 

' \/£> — > Vi) +■ 

A-f, I L / "'O.J' 

a-ct cVoKud 


A/ e> C -6 


NOTABLE 

OBSERVATIONS 




.0 


r 


D/ METAL RATIO ATTAINED 

EXPERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 



yes 

— no 


yes 

no 


yes 

no 

% 

yes 

< — -no 



11. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
for each experiment) 

MATERIAL b^ 

PURITY 99, * */ K 

ALLOYING 

ELEMENTS 


SOURCE OF 
MATERIAL 


Me A-Oi vZ^>C , 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 

CHARACTERIZATION 

STRUCTURAL 

CHEMICAL - 

BEFORE OR AFTER USE ^ rt vt 
METHODS AJt<L<^e b^ 
RESULTS 




* 


'r 


■ci 

cT 


e> 


A'fi C* O CLW 


NOTABLE 

OBSERVATIONS 


✓ 




JCI 

V 




(r 






D/ METAL RATIO ATTAINED 



EXPERIMENT YIELDED HEAT 

yes 

t^l_no 

NEUTRONS 

yes 

^ no 

TRITIUM 

yes 

no 

HELIUM 

yes 



II. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
for each experiment) 

MATERIAL 7^ b , ( 7 &j) 

purity 9 9 ; ^ y o t, 

ALLOYING 

ELEMENTS 


SOURCE OF - 7 - 

MATERIAL i-wC. 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 

CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 

77 



NOTABLE 

OBSERVATIONS 



D/ METAL RATIO ATTAINED 



EXPERIMENT YIELDED HEAT CXevw/Cc/ 

yes 

no 

NEUTRONS 

yes 

no 

TRITIUM 

yes 

no 

HELIUM 

. yes 

^"no 



H. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
for each experiment) 

MATERIAL 7T4., Cf}) 

PURITY 9 9 •/. 7 r- ; 

ALLOYING 

ELEMENTS 


SOURCE OF 
MATERIAL 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 



CHARACTERIZATION 

STRUCTURAL 

CHEMICAL-' 

BEFORE OR AFTER USE 

METHODS 

RESULTS 


h 


wc v* / W C M. ft 




NOTABLE 

OBSERVATIONS 


'ft. -e </ / W -T/ TV 

✓ 


4 . — ^ 7:4 


o. a 


D/ METAL RATIO ATTAINED 


EXPERIMENT YIELDED HEAT Qhtto(L*S 

^ yes 

no 

NEUTRONS 

yes 

^ no 

TRITIUM 

yes 

no 

HELIUM 

yes 

^no 



II. MATERIALS USED FOR GASEOUS CHARGING 
for each experiment) 


EXPERIMENT! (please complete one sheet 


MATERIAL 


77 h v. 



to Ql. 



(*ir k) 


PURITY 9 0 \ 


ALLOYING 

ELEMENTS 


C % , V */. \/ 


SOURCE OF 
MATERIAL 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 

CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 






0 




0 


NOTABLE 

OBSERVATIONS 


// o C a ~f S aI>6 ve. ^>a. V'O'A. w c/ 

✓ 


D/ METAL RATIO ATTAINED 


EXPERIMENT YIELDED HEAT 
NEUTRONS 


yes 

_yes 

^ no 

*'■" no 

TRITIUM 


yes 

_.^no 

HELIUM 

» 

yes 

^no 



II. MAI ERIALS USED FOR GASEOUS CHARGING 
for each experiment) 


MATERIAL L. by 

PURITY L+- , r ? 

ALLOYING 

ELEMENTS 


CIS's) 


EXPERIMENTS (please complete one sheet 


SOURCE OF 
MATERIAL 


/ v i e f 24-e w fc«_ ( Oo v p 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 

CHARACTERIZATION 

STRUCTURAL 

CHEMICAL ^ . 

BEFORE OR AFTER USE T<^ v 
METHODS 
RESULTS 






o 




0 


«i- J uv« </ £> v- 

<0 




, 


NOTABLE 

OBSERVATIONS 


/A/o c. O >o. w ”f-£ <L.hrQ V"o 

✓ 


D / METAL RATIO ATTAINED 

EXPERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 



yes 

^ no 


yes 

no 

- - 

yes 

rl_no 


yes 

no 



II. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
for each expenment) r r 

MATERIAL T, b^ 

PURITY *9 9 % F* T, 

ALLOYING 

ELEMENTS 


SOURCE OF 
MATERIAL 


// /vt «/ 1- r /v/ «► 4 


PREPARATION , 

CAST OR WROUGHT C a. s/ 

ANNEALED 

ATMOSPHERE 

VACUUM 

SPECIAL TREATMENT 

CHARACTERIZATION 

STRUCTURAL 

CHEMICAL*-"' 

BEFORE OR AFTER USE 
METHODS 
RESULTS 




< 3 ^ 


0 




0 


,6 C6v./<rk7‘ f * J -fsgu*. /kv* ^ ro 

Co'- v-c / / « tv 


NOTABLE 

OBSERVATIONS 


/^c £-<* v*- <a_ / o x'c- ^>o-c _ /r~ ^V* 4 H. 




D / METAL RATIO ATTAINED 

EXPERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 



yes 

no 

- - - 

yes 

— no 

_ 

yes 

no 

% 

yes 

^no 



II. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
for each experiment) 

MATERIAL ^ ^ / 0 * d 0 jJ 

PURITY ^ 9 9 * . r . 

ALLOYING 

ELEMENTS 


SOURCE OF 
MATERIAL 


/J L -7Vtc/t / i'f'n * s 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 

CHARACTERIZATION 
STRUCTURAL 
CHEMICAL * — 

BEFORE OR AFTER USE 
METHODS o wv 

RESULTS 

/J O 



NOTABLE 

OBSERVATIONS 



C&V'K 


£ /<*- 




/r^ v- « 


D/ METAL RATIO ATTAINED 


EXPERIMENT YIELDED HEAT 

yes 


NEUTRONS 

yes 

no 

TRITIUM 

yes 

^l_no 

HELIUM 

— ye® 

^ no 



MATERIALS USED IN COLD FUSION EXPERIMENTS 


PRINCIPAL INVESTIGATOR: 

M. Gai*, S. L. 
H. S. Isaacs 1 

ORGANIZATION: 


?“*«! • France f B. J. Lund , Z. Zhao*, A. i. Davenport 
& K. G. Lynn 


* t* , Wrigl ) t "f 1 **' Structure Laboratory. Yale University. New Haven. Connecticut 06511 USA 
■ Department of Applied Science, Brookhaven National Laboratory, Upton, New York 11973, USA 
{ Department of Physics and Applied Science. Brookhaven National Laboratory Upton. New York 11973 usa 


SHORT DESCRIPTION OF TYPE OF EXPERIMENT: 


Here we report on a search for neutrons and y-rays emitted 
during conjectured fusion of d+d and p + d in various metals 
into which deuterium has been incorporated Cdeuterided’ 
metals). Measurements were carried out with an array of low- 
background, high-sensitivity neutron detectors and 
high-efficiency Nal(Tl) y-ray detectors. 

RESULTS AND COMMENTS: 


Neutron and 7-ray emission from a variety of 
electrochemical cells (running continuously for up 
I to two weeks) have been measured using a sensi- 
jve detection system with a very low background. 
Titanium alloy powder deuterided at room tem- 
perature and high pressure was also used for 
comparison. No statistically significant deviation 
from the background was observed in either 7-ray 
or neutron detectors. The estimated neutron flux 
in this experiment is at least a factor of 50 times 
smaller than that reported by Jones et al. and about 
jne million times smaller than that reported by 
Fleischmann et al. The results suggest that a sig- 
nificant fraction of the observed neutron events 
are associated with cosmic rays. 




I. MATERIALS USED FOR ELECTROCHEMICAL EXPERIMENTS (please complete one sheet for 
each experiment) 



CATHODES 

MATERIAL 

Pd 

PURITY 


ALLOYING 

— 

ELEMENTS 


SOURCE OF 

g>A)L s* 

MATERIAL 

PREPARATION 

CoM Lo/vi 

CAST OR WROUGHT 

-ANNEAEED- 


ATMOSPHERE 

-VACUUM 

C j 

SPECIAL TREATMENT 


CHARACTERIZATION 

d 

STRUCTURAL 

t J 0 fN/tr 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 

/N 




NOTABLE 


OBSERVATIONS * 







cT 


G 


I N 


ANODES 

(Corresponding) 

f+ 


D / METAL RATIO ATTAINED 

EXPERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 



yes * no 

yes X n0 



I. MATERIALS USED FOR ELECTROCHEMICAL EXPERIMENTS (please complete one >hee 
each experiment) 


CATHODES 

ANODES 


Pd 

(Corresponding) 

MATERIAL 

fth 

PURITY 



ALLOYING 

ELEMENTS 

— * 


SOURCE OF 
MATERIAL 

|2?aJL S^ocic 


PREPARATION 
CAST OR WROUGHT 


-ANNEALED- 

&T GQrOOX- 


ATMOSPHERE 

-VACUUM 

SPECIAL TREATMENT 



CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 










NOTABLE 

OBSERVATIONS 


aJo a/lt 


D / METAL RATIO ATTAINED 



EXPERIMENT YIELDED HEAT 

/v yes 

no 

NEUTRONS 

yes 

* no 

TRITIUM 

yes 

X no 

HELIUM 

yes 

X-- no 


I. MATERIALS USED FOR ELECTROCHEMICAL EXPERIMENTS (please complete one sheer for 
each experiment) 

CATHODES ANODES 

(Corresponding) 

e+ 

ALLOYING 

ELEMENTS 


MATERIAL 

PURITY 


SOURCE OF 
MATERIAL 


PREPARATION 
CAST OR WROUGHT 
-ANNEALED - 
ATMOSPHERE 
- VACUU M 

SPECIAL TREATMENT 

CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 


£)AjL stocic 




/CmC e <Z 




c* 

Y3 




■ci 

c? 


e> 







<F 


o 

0 s 




NOTABLE 

OBSERVATIONS 


(0o A/cr 


D / METAL RATIO ATTAINED 

EXPERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 



.yes 

.yes 




.no 

no 



I. MATERIALS USED FOR ELECTROCHEMICAL EXPERIMENTS (please complete one sheet for 
each experiment) 


MATERIAL 

PURITY 

ALLOYING 

ELEMENTS 


CATHODES 

77 


ANODES 

(Corresponding) 

f-h 


SOURCE OF 
MATERIAL 


PREPARATION 
CAST OR WROUGHT 
-ANNEALED - 
ATMOSPHERE 
- VACUU M 

SPECIAL TREATMENT 

CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 


6>AJL stocic 






& 


<> 


cf 


o 


NOTABLE 
OBSERVATIONS 


A 




^r-C &-ixAc^ 

<7 


a)o a/lt 


D / METAL RATIO ATTAINED 

EXPERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 


.7 



r,t 




c>' 


* + 




.yes 


/sP 

no 

no 

,x__no 

>•■' n o 


MATERIALS USED IN COLD FUSION 


PRINCIPAL INVESTIGATORS 


J. R. Johnson, K. Lynn, J.J. Reilly, K. Ritley and M. 
Weber 


ORGANIZATION 

3NL 

SHORT DESCRIPTION OF EXPERIMENT 



Search for emission of neutron bursts in metal /deuterium 
systems of various solid compositions under varying regimes 
of pressure and temperature. A burst count is defined as 
the number counts which occur within a period of 64 ps 
after an initial count, A shielded BF 3 counter was used with 
a background of si count/s. 


RESULTS AND COMMENTS 

Several counting bursts were observed in all experiments 
including feTanks . It was determined that a more 
sophisticated counting arrangement and electronic signal 
processing will be required before any certain conclusions 
can be«, made regarding the rate of D-D fusion in these 
systems 



SUMMARY 


METAL/DEUTERIUM SYSTEMS 


EXP.# 

CPD. 

WT. g 
atm. 

P, 

1 

vd 2 

45.9 

34 

2 

Ti + 

61 

15 

3 

TiD 0 .i 

48 

10 

4 

yd 3 

20 

15 

5 

FeTiMnH x 

100 

15 

( 

yd 3 

20 

15 


vd 2 

45.9 

34 


- LaD 3 

25 

<1 


T, K Burst* REMARKS 
max. 


133-295 16 
77-290 3 


Decomp. 


77-298 7 

♦ 


77-29< 


>90 7 

158-295 24 


,0 


Blank 


3 Reactors 


TiCri-8 12 

TiWni.S * 


7 ! V i l.l Cr -9 Mn 4 




e 


ZrCo< 


0-10 


2 2 

ZrCr 2 5 

TiMn 1>4 4 


190-314 3 Fract Fusion 

Single Reactor 


X 


TiCr 1 . 8 

8 : \ TiCr 2 7 
TiiiCr.gMn 9 


0-15 


223-317 167 Fract Fusion 
Single Reactor 


*In 50 or 100 second counting period 
+Commercial Alloy Ti-6%A1-4%V 

! These materials fracture upon reacting with D 2 . 


. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
r each experiment) 

1ATER1AL 

URITY 99. 7 °/a V 

XLOY1NG 
LEM ENTS 


SOURCE OF 
MATERIAL 


(Jvv/©V\. 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 

ATMOSPHERE . , 

VACUUM Ow+^«-/ie<± & ^S'd C_ 

SPECIAL TREATMENT 


s$> 


CHARACTERIZATION 
STRUCTURAL 
CHEMICAL 

BEFORE OR AFTER USE 
METHODS * *-s m. v- e. /£> ^ c*.i> Ic 

RESULTS 


<> 




o 


JOTABLE 

OBSERVATIONS 


/Y) a. X /u Co uvi/' = /4 

Sa-WjJ- 


««.i </c«L.~ r .i.A ,w a.cca ma. 

A O V" C-OLCjf / % W 

V/h. V ^ 


/METAL RATIO ATTAINED 


TELDEDHEA’T 


yes *" 

no 

NEUTRONS 

Z. 

yes 

no 

TRITIUM 


yes 

no 

HELIUM 


yes 

no 


c/ecaw^yoft //^> oVv 



1. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (pit a se complete one sheet 
jor each experiment) 

MATERIAL 774 , ( ^ -f- b* ( /S' O ^T/a- 

PURITY <19.9 

ALLOYING 

ELEMENTS 


SOURCE OF 
MATERIAL 




PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 

CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 




$ 


* 


& 


0 


NOTABLE 

OBSERVATIONS 


✓ 


<F 


0 


& 


& 


> l METAL RATIO ATTAINED 

XPERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 



yes 

^ no 

V 

_yes 

no 

T 

_yes 

no 

_ 1 _ 

_yes 

no 



II. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
for each experiment) 


MATERIAL 77 (o.) 

PURITY ? 0 */ m 



ALLOYING 

ELEMENTS 


i "A fiJL, ¥ /•. V 


SOURCE OF 
MATERIAL 


PREPARATION / l Vi <? J 

CAST OR WROUGHT O 

ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 




0 


° ^ £■«-*** O c3 * C. 


CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 


Al bu.Yt'f C^-UvlT - 3 


NOTABLE 

OBSERVATIONS 








a 




D / METAL RATIO ATTAINED 


EXPERIMENT YIELDED HEAT 

yes 

no 

NEUTRONS 

yes 

no 

TRITIUM 

2-^_yes 

no 

HELIUM 

^L_yes 

no 



1. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete 
or each experiment) r 


MATERIAL Y D3 

URITY +'/. Y 

ALLOYING 

.ELEMENTS 


jOURCE of 31 M’U', 

MATERIAL vl 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 

CHARACTERIZATION 
STRUCTURAL 
CHEMICAL ^ 

BEFORE OR AFTER USE 

METHODS 

RESULTS 


'bl'ver a~t v* c «- c"f , d>\ b-j_ wf ~t L ^ 


pt a. k* ^ 






<> 


cf 


0 


JOTABLE 

JBSERVATIONS 



/ METAL RATIO ATTAINED 

PERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 



yes 

yes 

yes 


— l^yes 


__j tnT_no 

no 

no 

no 


II. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
for each experiment) 

MATERIAL 77 ( H 

PURITY 9% V m Fe-Ti 

ALLOYING / % AJv* 

ELEMENTS 


SOURCE OF 
MATERIAL 


a 


a vi ~yi o K 




o M 



PREPARATION , 

CAST OR WROUGHT CLa^it 

ANNEALED 

ATMOSPHERE 

VACUUM 

SPECIAL TREATMENT 


CHARACTERIZATION -> j U . 

STRUCTURAL •** 

CHEMICAL *• *> r ur^r avia (yS, S 

BEFORE OR AFTER USE 
METHODS 
RESULTS 




nA' 

3* 


o 




/qvr/ ^ r /7 


NOTABLE 
OBSERVATIONS 




Js!" , 

£ /av/c 


D / MET/ T RATIO ATTAINED 2? /. ? 

EXPERIMENT YIELDED HEAT yes 

NEUTRONS yes 

TRITIUM \ yes 

HELIUM 7. yes 




no 

no 

no 

no 



1 1. MATERIALS USED FOR GASEOUS CHARGING EXPFRIMFWtq \ * 

/or each experiment) b,NG ExrER1 ^E^S (please complete one sheet 

MATERIAL 3o / b* } V'5'.^ V b* ^ 

PURITY /) // ^ef^lx <? <1 % 

ALLOYING 

ELEMENTS 


SOURCE OF 
MATERIAL 


y - M<cfb«e.M 

C 


V - UmI«w Ccl v t I «i «P C_oV^» 

i.*_ ' vev*. / ^ 


PREPARATION b * ^ t 

CAST OR WROUGHT 

ANNEALED 

ATMOSPHERE 

VACUUM 

SPECIAL TREATMENT 




• W 


-f 


<_ l U> 1 "f" b ■ 


CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 




<3^ 


0 


0' 


A\ . J. u.V .$ ”f" CL o \\y.t 2 




NOTABLE 

OBSERVATIONS 


A 


<F 


0 


& 


Sa.v^t> le. l 


»OeVf C.» V-’t'o.lV-C i 


V 


eo_cjfov k u-i: c_6 to'- l-e <1 r rv-_tx [ Tav- e* u.x ( / 


iw Ce.|> •*> ajf -e. 


/METAL RATIO ATTAINED 

PERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 


f^T__no 

no 

no 

no 



1. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
or each experiment) 


MATERIAL 

’URITY 

ALLOYING 

ELEMENTS 


ta 3 77&,. r . *§ T ' ^N.r > ^ 


2vC 


SOURCE OF 
MATERIAL 


B bfL. 


PREPARATION 
CAST OR WROUGHT 
ANNEALED <— 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 


tkc */ev«.e*VE~f J 1 / avc*v«-e(t 


l vv 


a- 


CHARACTERIZATION 
STRUCTURAL c "' 
CHEMICAL , 

BEFORE OR AFTER USE 
METHODS 
RESULTS 


•eS 

y cl v ^<L*fi 6 \ 

v 


,0 


G>.-vu-fleC <*>«>•« lWfv-.oUi« J 0.1 sioo/l 


NOTABLE 

OBSERVATIONS 


buttons ,wf»o slvg If vooo+.v + ou-fjo«r«^ 

Re 0^1- tVovtArrti +■• +tV " 

cx- v_ d. fc*. 

, 

ba.v^plec 
et 4 V e> v p "f i o V*- . 


/A*y Lu.vj+ Ccv^wt a 3 


L v c «l lc a- J> a - v *f~ 1 ^ 


O /METAL RATIO ATTAINED 


EXPERIMENT YIELDED HEAT 

C-^-«v%\ic«A ^ yes 

no 

NEUTRONS 

“2. yes 

no 

TRITIUM 

"3, yes 

no 

HELIUM 

yes 

no 


' r earff experiment)^ ^ GASE0US CHARGING EXPERIMENTS (please complete one sheet 

material ' 7 ,j 7 '\, ■ 9 $ T ; r . eU Z >. i ' hu ' 


’URITY 

\LLOYING 

•LEMENTS 


SOURCE OF 
MATERIAL 


&A/L 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 


Fr 


c»vn 


"Ae e/. 


■e efc-u.ev.fj (,y If, „ . 

.0 


A 

to. 

d t cjf / *V\ 




CHARACTERIZATION 
STRUCTURAL a X - v« 

CHEMICAL 

BEFORE OR AFTER USE 
METHODS 

RESULTS -r- , , / . I I 

-u4v\7~ v ' 6 au.c «r a Q.J t> n / 7", 




OVA.i 


/ V* "/“< 




o XcolcJ] t 

^ foe *C_ ) 6 v- (oo-i ^*.Kr/«yy.f(/ 

7*° e • u. w /> v- cl -k «/ ^ / Vv y>-e «/ il«! ^ nSa.**. * /r x 


NOTABLE 
OBSERVATIONS 


• — * W ' "V. « ( » <4. A » ^ T f ^ VI 

U.Vv/>V- CL *K «/ ^ / Vv y V-e «/ IL«J # nSa-VKp/rx C. A 

TJiveu. S /• J<pryi./ a. X J • v r / ov* f« v^/ 4 V» V- «r *. 

/^o-x. 6o.vZ~t~ CLO<- St~ — /L 7 

L ^ 

f CLtfU- U-~f~ >i t^*<L . 


•/METAL RATIO ATTAINED 

CPERIMENT YIELDED HEAT chev^i^l 
NEUTRONS 
TRITIUM 
HELIUM 



yes 

yes 

yes 

yes 


no 

no 

no 

no 



/ 


MATERIALS USED IN COLD FUSION EXPERIMENTS 
PRINCIPAL INVESTIGATOR: K. G. Lynn 

ORGANIZATION: Brookhaven National Laboratory 


SHORT DESCRIPTION OF TYPE OF EXPERIMENT: We monitor the electrolytic process in 
heavy water wit'h a charged particle sensitive detector (2mm thick surface barrier detector) 
Any energetic dilectrons or protons emitted during possible fusion reactions are detected. 

A 5" X 5" Nal scintillator is utilized to detect high energy y-rays. 


eel 


< 3 > 


<b 


RESULTS AND COMMENTS: 

1) Nal scintillator: 

long term (days) measurements while the electrolytic cell is operating show no 
■-distinguishable effect other than natural background of the environment. The region 
. in the Nal detector around 20 to. 30 MeV is essentially flat within statistical errors 
^ ■W^f'350 counts in 3*5 X 10^ seV. ’ ' : 

f2)^Stirface barrier detector : .??*■/. -fT- "■’* ' * 

:? lt was set up to detect energetic particles 'up to 1.2 MeV. When the cell was 
running the count rate in the region below ^150 keV increased. This was attributed 
to the increase noise level of the detectorjrdue to the increase 'temperature of the 
cell. (The detector is immersed inV the electrolyte) . Further investigations of 
this effect are under way. 




e 


RECEIVED 
SEP 6 1989 
DEPT. OF PHYSICS 



I. MATERIALS USED FOR 
each experiment) 


ELECTROCHEMICAL EXPERIMENTS (please complete one sheet for 



CATHODES 

ANODES 



(Corresponding) 

MATERIAL 

i 

Pd foil 

Pt 

PURITY 

commercial 

commercial 

: ALLOYING ; 

■ ELEMENTS , 

none 

none 


j SOURCE OF 

t * MATERIAL 

I 

? 

4 

-PREPARATION 
CAST OR WROUGHT 
i -ANNEALED 
i ATMOSPHERE 
VACUUM 

| ^ ..SPECIAL TREATMENT 

.^GHARACTERIZATION 
^STRUCTURAL" 
^CHEMICAL 
BEFORE OR AFTER USE 
..MEJHODS 
RESULTS f : 


. , ;r : 

piW" 

foii^t0-005''M. 
700 ° - 

in Ar 




s 


o 


4 1 


wire 







black coating on 
surface is carbon 
no pre 1 charging 


NOTABLE 
OBSERVATIONS * 




D / METAL RATIO ATTAINED 



not measured 

EXPERIMENT YIELDED HEAT 

yes 

no 


NEUTRONS 

yes 

no 

no charged 

TRITIUM 

yes 

no 

particles were 

HELIUM 

yes 

no 

observed so far 


1 1 . MATERIALS USED FOR GASEOLS CHARGING EXPERIMENTS (please comple te one sheet 
for each experiment) 


MATERIAL 

PURITY 

ALLOYING 

ELEMENTS 


SOURCE OF , 
MATERIAL 


• PREPARATION 
CAST OR WROUGHT 
ANNEALED 1 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 


CHARACTERIZATION 

STRUCTURAL 

'CHEMICAL 


^LBEFORE^OR AFTER USE 
METHODS ' ?;v 


RESULTS 


NOTABLE 

OBSERVATIONS 




D/ METAL RATIO ATTAINED 




EXPERIMENTYIELDED HEAT 

yes 

X 

no 

NEUTRONS 

yes 

x 

_no t measured 

TRITIUM 

yes 

X 

no equipment 

HELIUM 

yes 


no 


MATERIALS USED IN COLD FUSION EXPERIMENTS 


PRINCIPAL INVESTIGATOR: Kelvin G. Lynn 


ORGANIZATION: Brookhaven National Laboratory, Upton, New York 11973 

SHORT DESCRIPTION OF TYPE OF EXPERIMENT: 

Calorimetry Measurements - 8 - D 2 0 cells - continuous monitoring 

Mounted with thermal probes 

Sensitivity - 10-20 mWatts with approximately 10-30 Watts into cells 

RESULTS AND COMMENTS: 

All cells have high surface area Pt recorabiftfrs to eliminate D 2 0 loss by 
elec t rolys is j and avoid Tritium concentration. All these cells are mounted in a 
temperature controlled reservoir (A.1°C). Tritium measurements are made weekly. The 
electrodes are various diameters and metallurgical conditions (annealed, outgassed and 
formed to designed dimensions). Charging has been maintained continuously for over a 
month (some longer). No unexplainable heat output has occurred in our cells. One 
cell with an electrode that had been pre-deuterated has shown a small but significant 
increase in Tritium (4o affect). This might be explained by tritium contamination in 
the D 2 gas used for charging. This is under investigaiton. Samples are presently 
being tested which are similar to that used by Texas A&M and Stanford. Presently no 
difference, when correctly measured, is observed between the heavy and light water 
cells. However, we do find a significant temperature difference in the cells, with 
constant currant. * 





eac'h e™menO SED F ° R ELECTROCHEM,CAL EXPERIMENTS (please complete one sheet (or 



CATHODES 

ANODES 



(Corresponding) 

MATERIAL 

Pd 

Pt mesh baskets 

PURITY 


and 

5 1 -9 1 s 

Pt wire and foil 

ALLOYING 

ELEMENTS 



SOURCE OF 
MATERIAL 

Johnson- Matthey 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 


- 

ATMOSPHERE 

VACUUM 

vacuum & high purity Ar 


SPECIAL TREATMENT 

etched before insertion 


CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 

TEM 

Scanning Auger Microprobe 

A 

very jbrjlttle 



NOTABLE 
OBSERVATIONS 


a TO 


<c> 


D / METAL RATIO ATTAINED 

EXPERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 


yes 

X 

..no 

yes 


_nO 

yes 

_ X 

_nO 

yes 


_nO 



II. MATERIALS USED FOR GASEOUS CHARGING EXPERIMENTS (please complete one sheet 
for each experiment) 

MATERIAL 

PURITY 

ALLOYING 

ELEMENTS 


SOURCE OF 
MATERIAL 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 

CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 






0 




0 ' 


NOTABLE 
OBSERVATIONS 


0 ^ 


<F 


0 


<$> 


& 


D / METAL RATIO ATTAINED 


EXPERIMENT YIELDED HEAT 

yes 

X 

_„no 

NEUTRONS 

yes 

X 

no 

TRITIUM 

yes 

“X 

no 

HELIUM 

yes 


ncf 



!, MATERIALS USED IN COLD FUSION EXPERIMENTS 

PRINCIPAL INVESTIGATOR: Harold Wiesmann 


ORGANIZATION: 


Brookhaven National Laboratory/Department of Applied Science 


SHORT DESCRIPTION OF TYPE OF EXPERIMENT: 


- ( 


A search for steady state "excess" heat, neutron and tritium production 
from palladium cathodes electrolytically charged with deuterium was conducted. 


RESULTS AND COMMENTS: 




0 


Four different electrolytic solutions were mixed and a different aolution 
as used in each cell. The anodes were fabricated from platinum wire and two 
different palladium cathode sizes were employed. The four cells'were ini- 
' y C f ar£ed 60 ma/cm2 for 192 hra. Cell temperatures and the neutron 
count rates were monitored for an increase above the background level but no 
increases were observed. Geiger counter* were used to periodically check for 
any indications of gamma emissions but the results were negative. It should 
be emphasized that a continuous record of the cell temperatures was not kept. 
Cells temperatures were recorded every 24 hrs. but unobserved temperature 
excursions may have occurred. On the assumption that longer charging times 
are required to initiate fusibn-,. a current' of 35-ma/cm 2 was applied for 624 
hrs. Cell temperatures and neutron emissions were again monitored during this 

•»! ° f period, the curr.n, incrL,., 

in three steps, 70 ma/cre 2 , 105 ma/cm 2 and 140 roa/cm 2 . Each current step 

lasted for 24 hrs. t/Alow the temperatures in the cells time to stabilize. 
This process was repeated but an additional current step to 175 ma/cm 2 was 

wJ d6d ’»K The ,ttached * r *P h is the dat *> (©Pen square) for the first experiment 
here the current was stepped in 0.3 ampere increments. The abscissa is the 

Hill vGf h * Cel1 ’ E X » minuS the enthal PF of gaseous deuterium and 

oxygen (U-l. 54 V) and the ordinate is the change in temperature of the cells. 

The filled squares are data for a thermal calibration cell. An upper bound on 
he excess heat is 0.32 vatts/cro 3 for the largest Pd cathode. The neutron 
etection system has a calibrated efficiency of 0.0281 (±.005) and no increase 
in neutron emission was detected as the current in the cells was increased. 
Tritium concentration increase up to SOT was observed. The cells, however" 
were run in the open configuration and the increase in tritium can probably be 
explained by preferential electrolytic concentration. 


RECEIVED 

AUG 1 5 1989 


DEPT. OF PHYSICS 



I. MATERIALS USED FOR 
each experiment) 


ELECTROCHEMICAL EXPERIMENTS (please complete one sheet for 




CATHODES 

ANODES 

(Corresponding) 

MATERIAL 


Pd 

Pt 

PURITY 


99.95 

>99 

ALLOYING 

ELEMENTS 

1 

none 

none 


SOURCE OF Aesear 

MATERIAL 


PREPARATION 
CAST OR WROUGHT 
ANNEALED 
ATMOSPHERE 
VACUUM 

SPECIAL TREATMENT 



CHARACTERIZATION 

STRUCTURAL 

CHEMICAL 

BEFORE OR AFTER USE 

METHODS 

RESULTS 


no characterization performed 

V 


NOTABLE 
OBSERVATIONS 




<F 


0 


& 


' 


none 


unknown 


drawn 


D / METAL RATIO ATTAINED 

EXPERIMENT YIELDED HEAT 
NEUTRONS 
TRITIUM 
HELIUM 


yes 

yes 

yes 

_NZA.__yes 


x 

X 

x' 


no 

no 

no 


_ JiA no 






DEPARTMENT OF THE NAVY 

NAVAL. RESEARCH LABORATORY 
WASHINGTON, D.C. 20375—5000 


IN REPLY REFER TO 

61 10-478:CTW:bmd 
11 September 1989 


Dr. J.R. Huizenga, Co-Chairperson 
ERAB Cold Fusion Panel 
U.S. Department of Energy 
1000 Independence Avenue, S.W. 
Washington, D.C. 20585 


Dear Dr. Huizenga: 

In response to your request to Dr. Mintmire, please find enclosed a brief summary of 
research on "cold fusion" carried out by the Theoretical Chemistry Section at NRL. Also please 
find enclosed a reprint of some of our work on this topic that has appeared in Physics Letters A. 

Aft 

If we can be of any additional assistance to you, please do not hesitate to contact us. 






<> 

<<? 



Theoretical Chemistry Section 
Chemical Dynamics & Diagnostics Branch 
Chemistry Division/Code 6119 


Enclosures 



Summary of Research on Cold Fusion 


J.W. Mintmire, B.I. Dunlap, D.W. Brenner 
R.C. Mowrey, and C.T. White 

Theoretical Chemistry Section 
Code 6119 

Naval Research Laboratory 
Washington, DC 20375-5000 


Our research has been primarily devoted to investigating one 
suggested mechanism for cold fusion from a theoretical approach. 
We had read the March 24 Wall Street Journal article at the March 
APS meeting in St. Louis announcing the work of Pons and 
Fleischmann, and the next week back at NRL we gathered what 
preprints and newspaper articles we could on this subject. 
Reviewing this material we recognized that piezonuclear fusion, as 
discussed by Jones et al., required that the repulsion between 
deuterons in gas phase D 2 be somehow severely reduced in the metal 
lattice. The members of our research group possessed a broad range 
of skills that were particularly appropriate to theoretically 
examine this requirement. 

Using established first-principles and empirical methods, we 
studied the effective interaction between deuterons in a palladium 
lattice. The embedded-atom method was used to examine the 
effective interaction between two deuterons in the neighborhood of 
both the octahedral and tetrahedral interstitial sites of the Pd 
lattice. First-principles local-density functional calculations 
were carried out on model palladium clusters for both the 
octahedral site and the tetrahedral site, with Pd 6 H 2 the largest 
cluster studied. Ab initio Hartree-Fock calculations were also 
carried out on Pd 3 H 2 and PdH 2 clusters. 

Piezonuclear fusion of deuterons, as discussed by Jones, requires 
a sharp decrease in the equilibrium inter-deuteron separation, 
and/or a sharp reduction in the repulsive potential between 
deuterons in the metal lattice. All our calculations implied that 
neither possibility would occur in the palladium-deuterides . 
Local-density functional calculations on titanium-deuteride 
clusters led us to similar conclusions for that system. Our 
palladium-deuteride results were published as a preliminary note 
in Physics Letters A 138, 51-54 (1989) [copy enclosed] with more 
detailed descriptions of our work in press in the Journal of Fusion 
Energy, and submitted for publication to the Journal of Chemical 
Physics. Similar results (describing local-density functional, 
Hartree-Fock, or embedded-atom calculations) were subsequently 
published by a number of other workers with essentially the same 
conclusions as ours. 
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understanding that all such results are directly ap- 
plicable to deuterium. 

In our condensed-phase studies, energies and ge- 
ometries are calculated using the embedded-atom 
method [4], an empirical potential approach. The 
potential functions for Pd and H are those reported 
by Daw and Baskes [4], with the potential functions 
for Pd determined by fitting to the lattice spacing, 
elastic constants, sublimation energy, vacancy for- 
mation energy and the binding energy difference be- 
tween the bcc and fee phases. The functions for hy- 
drogen were determined by fitting to the embedding 
energies calculated by Puska et al., [ 5 ] , and the heat 
of solution for H in Pd. Using these potentials, Daw 
and Baskes [4] have calculated a migration energy 
for H in Pd of 0.26 eV, and a lattice expansion of 4% 
upon formation of the PdH hydride. Both numbers 
are in agreement with the experimentally deter- 
mined values of 0.26 eV and 3.5% (for PdH 06 ), re- 
spectively. These potentials have also been shown to 
predict subsurface occupation and phase changes for 
hydrogen adsorbed on Pd ( 1 1 1 ) [ 6 ] . 

The bulk crystal is modeled by 108 Pd atoms ar- 
ranged in an fee structure with periodic boundary 
conditions applied in all directions. Minimum en- 
ergy structures were determined by relaxing the po- 
sitions of all atoms using a direct minimization tech- 
nique [7]. The cell boundaries were maintained at 
the 4% expansion of the hydride over pure Pd. In an 
attempt to locate a site within the Pd lattice where 
two hydrogen atoms might be held closely together, 
calculations were performed which differed in the 
number and initial positions of hydrogen atoms 
within the lattice. For hydrogen /palladium ratios less 
than one, the hydrogen atom prefers the octahedral 
interstitial site [8]. Therefore, we first considered 
two atoms in this site. 

All of the octahedral interstitial sites within the 
crystal were first filled with H atoms. An additional 
H atom was then randomly placed in the vicinity of 
a filled octahedral site, and the system was allowed 
to relax. Ten positions were tried, and in each case 
the hydrogen atoms repelled each other and mi- 
grated towards opposite faces of the surrounding oc- 
tahedral cell. The relaxed H-H bond distances var- 
ied from 1.68 to 1.35 A, with no minima found at 
shorter distances. Next, the same PdH structure was 
used, but with one octahedral site occupied with three 


hydrogens this time instead of two. Again the hy- 
drogen atoms repelled one another and no potential 
energy minima were found for H-H bond distances 
shorter than 1 .4 A. The shortest H-H bond distances 
that we found occurred for the local configuration 
drawn in fig. la in the octahedral cage. The two rel- 
evant hydrogen atoms are darkened in the figure and 
the others (unshaded) occupy the remaining octa- 
hedral sites. As can be seen in the figure, the two hy- 
drogen atoms repel each other along the diagonal of 
the cubic unit cell. 

These results using empirical potential methods 
led us to carry out linear-combination-of-Gaussian- 
type-orbitals local-density functional (LCGTO-LDF) 
calculations [9] (Xa with a = 0.7) on a D 3d -sym- 
metric Pd 6 H 2 cluster. This cluster contains the six 
equivalent palladium atoms that are at the faces of 
a cube surrounding the octahedral interstitial region. 
The hydrogen atoms were constrained to lie sym- 
metrically along the diagonal of the cube. The Pd po- 
sitions were fixed at the pure palladium fee lattice 
geometry. The Pd orbital basis set was a 17s/l lp/ 
8d basis [10] and the H orbital basis set was a 6s 
basis [11]. Both basis sets were augmented with a 
polarization function of exponent 1 .0 bohr -2 . All ex- 
ponents greater than 10.0 bohr -2 were contracted 
according to an atomic calculation. Basis sets for fit- 
ting the potential were derived from these orbital 
bases [ 9 ] . Several variations on this approach to se- 
lecting basis sets for fitting the potential all give nearly 
identical isomerization energies for 13-atom first- 
transition-series clusters [12]. The calculations are 
nonrelativistic. Relativity is marginally important in 
describing the electronic structure of totally sym- 
metric octahedral and tetrahedral clusters contain- 
ing a hydrogen atom [13]. 

Within this eight-atom cluster model the H-H in- 




Fig. 1 . Hydrogen pair in hydrogenated fee palladium lattice at 
(a) octahedral and (b) tetrahedral interstitial sites. 
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First-principles and empirical methods are used to study the effective interaction between two deuterons in a palladium lattice. 
No effects are found to suggest confinement of deuterons at distances much smaller than the gas-phase D : separation. 


Fleischmann and Pons [ 1 ] have recently pre- 
sented evidence for the nuclear fusion of deuterium 
induced by electrochemical means in palladium at 
ambient temperatures; additional work by Jones et 
al. [2] provides further support for this effect. At 
room temperature, where the kinetic energy of the 
nuclei is not a dominant factor, the fusion rate is 
strongly dependent on the equilibrium distance be- 
tween the two nuclei [3]. The nuclear tunneling 
probability through the barrier introduced by inter- 
nuclear Coulomb repulsion is such a sensitive func- 
tion of this distance that fusion in liquid deuterium 
is negligible whereas muon catalyzed fusion occurs 
in 10“ 9 seconds because the nuclei are approxi- 
mately 200 times closer together. Interpolating be- 
tween these two rates, Jones et al. [2] suggest that 
the apparent fusion rate can be achieved by the 
“squeezing” of deuterons in the metal lattice to a 
separation on the order of ~0.3 A. These authors 
speculate that such a confinement [2] might be 
achieved by quasi-electrons with large effective mass 
in the deuterated lattice. Screening of the bare deu- 
terium-deuterium nuclei electrostatic repulsion re- 
quires variation of the electronic charge density on 
an even smaller scale. The uncertainty principle alone 
associates a high kinetic energy with this degree of 
localization. If “heavy” quasiparticles do not pro- 
vide the mechanism for such deuteron confinement, 
then the question is raised of whether compressive 
forces exerted by the metal structure could lead to 
such a confinement of deuteron pairs at the neces- 




sary close proximity. Such confinement could con- 
ceivably be produced either by producing a mini- 
mum energy in the potential energy surface for a short 
D-D distance, or by screening effects from the metal 

0 charge distribution that substantially weaken the re- 
pulsive D-D intemuclear potential. 

To explore the possibility of such a mechanism, we 
have performed a set of model studies of the ener- 
getics of the deuterium-deuterium potential in a 
palladium crystal. One major objective has been to 
estimate, within the Bom-Oppenheimer approxi- 
mation, the effective interaction between two deu- 
terons in a palladium lattice, at scales of 0.1 -1.0 A. 
We used embedded-atom empirical potential meth- 
ods to study the effects of the periodic lattice on deu- 
terium interstitials and used both local-density func- 
tional (LDF) and Hartree-Fock (HF) first- 
principles cluster calculations to study the energetics 
of deuterium nuclei in finite palladium clusters. Us- 
ing these empirical and quantum chemical calcula- 
tions we have sought, but not found, a position in the 
lattice where the deuterium pair has the unusually 
short intemuclear separation that has been specu- 
lated as necessary for fusion [2]. These studies par- 
tially quantify the energetics of the deuterium-deu- 
terium interaction in crystalline palladium. Because 
all of these results for electronic effects are based on 
the Bom-Oppenheimer approximation and thus in- 
dependent of nuclear mass, we will henceforth dis- 
cuss all potentials with respect to hydrogen, with the 
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teraction energy in an octahedral site is tabulated in 
table 1 . For our cluster calculations we define the H- 
H binding energy to be the total energy of a pair of 
hydrogen atoms in the cluster minus twice the en- 
ergy of a single hydrogen at the symmetric position 
plus the total energy of the empty cluster. As table 1 
directly indicates, two hydrogen atoms repel each 
other quite strongly in the octahedral site. Further- 
more, for short intemuclear separations the H-H re- 
pulsive interaction is significantly stronger than in 
the gas phase. 

We also considered the case where two hydrogen 
atoms are in a single tetrahedral interstice. As be- 
fore, the embedded-atom method calculations started 
with hydrogen atoms centered in all octahedral sites 
in the Pd lattice, producing a lattice with stoichi- 
ometry PdH. Two additional H atoms were then 
placed in one tetrahedral cell and ten sets of calcu- 
lations were run using different starting positions for 
the pair of hydrogens. The relaxed H-H distances 
ranged from 1 .32 to 1.60 A. Then five trials were run 
where three atoms were introduced into one tetra- 
hedral site. In every case the H atoms again repelled 
each other to opposite sides of the interstice, just as 
occurred for the octahedral interstice, but now, the 
closer of the three H-H distances varied from 1.27 
to 1.63 A. A representative case of the short bond 
distances in the tetrahedral cage is drawn in fig. lb. 
In this figure, the two relevant hydrogen atoms are 
shaded. The other hydrogen atoms in the figure lie 
at the centers of the octahedral intersices as before. 

Table 1 

Relative LDF H-H potentials: gas phase and in the octahedral 


site (Pd 6 H 2 ). 


^H-H 

(A) 

Octahedral 

(hartrees) 

Gas phase 
(hartrees) 

2.117 

0.02464 


1.852 

0.02553 


1.588 

0.02870 


1.323 

0.03510 


1.058 

0.04924 

0.02771 

0.953 

0.05959 

0.01308 

0.847 

0.07338 

0.00251 

0.741 

0.09378 

0.00029 

0.635 

0.13322 

0.01416 

0.529 

0.20182 

0.05957 

0.423 

1.33286 

0.16978 


Both hydrogen atoms end up being very close to the 
plane of three palladium nuclei, as can be noticed 
most readily for the lower-left hydrogen in fig. lb. 
From the other darkened hydrogen atom in the fig- 
ure it is apparent that both hydrogen atoms lie off 
the center of the triangular face towards the center 
of a nearest-neighbor palladium bond. Therefore, we 
chose to do LCGTO-LDF calculations for two ge- 
ometries. If the hydrogen atoms went through the 
center of two faces the relevant Pd 4 H 2 cluster has C 2v 
symmetry. If the hydrogen atoms went to the center 
of opposite bonds the cluster would have D 2d sym- 
metry. The results are given in table 2 and again we 
find strong repulsive forces. However, we do find a 
minimum in the forces and a bound H 2 complex in 
the D 2d symmetry, in large part because of the ad- 
ditional steric hindrance introduced by forcing the 
hydrogen nucleus directly through the Pd-Pd bond. 

The above empirical and quantum chemical cal- 
culations show that two hydrogen atoms in either the 
octahedral site or the tetrahedral site repel each other 
towards the boundaries of the interstitial cells. We 
therefore considered two hydrogen atoms approach- 
ing each other symmetrically about the three-pallad- 
ium-atom boundary between these two sites. Cal- 
culations of the total energy of a Pd 3 H 2 cluster were 
performed using the LCGTO-LDF method using the 
above basis and with an ab initio Hartree-Fock ap- 
proach using an STO-3G basis set [14]. The com- 
plex was placed in a trigonal bipyramidal arrange- 
ment with the hydrogen atoms occupying the apexes 
of the pyramids. The distance of the hydrogen atoms 
from the plane of the palladium atoms was varied 


Table 2 

Relative LDF H-H potentials in the tetrahedral interstitial site 
(Pd 4 H 2 ). 


•^H-H 

(A) 

D 2d 

(hartrees) 

C 2 V 

(hartrees) 

1.588 

0.08051 


1.270 

0.07414 


1.058 

0.07372 


0.953 

0.07723 


0.847 

0.08480 

0.06338 

0.741 

0.10033 

0.08168 

0.635 

0.13212 

0.11587 

0.529 

0.19432 

0.18084 

0.423 


0.30867 
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and the Pd-Pd bond length was held fixed at 2.75 A. 
The results of these calculations of the relative LDF 
energy (defined above) and of the total HF energy 
are given in table 3. They demonstrate that the total 
energy of the system increases as the separation be- 
tween the hydrogen atoms decreases in both local- 
density functional and HF. This position is close to 
the maximum barrier for diffusion of H in Pd, 0.26 
eV. Therefore 0.5 eV Jhould perhaps be added to the 
repulsive energy for close approaches. 

On a still smaller scale, we performed HF PdH 2 
calculations to see whether confinement or collisions 
within the Pd 4d electronic shell might yield a rel- 
atively low-energy conformation of two deuterium 
nuclei near a palladium nucleus. Again all repulsions 
were greater than without the palladium atom. 

Our calculations suggest that at short distances the 
H-H forces in the palladium crystal are more strongly 
repulsive than in free molecular hydrogen, and that 
the mutual repulsion of the two hydrogen atoms 
within an interstitial will cause them to maximize 
the distance separating them. Both effects should de- 
crease rather than increase the probability for fusion 
in the lattice over that in free D 2 . The concentration 
of H atoms in PdH is nearly the same as that for solid 
hydrogen at 4 K. The separation between octahedral 
sites in the PdH lattive, however, is 2.86 A, while 
because of its molecular nature solid hydrogen has a 
shorter separation of 0.74 A between hydrogens in 
each pair. This again suggests that based on chemical 
forces the probability for fusion should be less in the 
metal than in solid hydrogen. Finally, we note that 


Table 3 

Pd,H, cluster H-H potentials in LDF and HF. 


(A) 

Relative LDF energy 
(hartrees) 

Total HF energy 
(hartrees) 

1.693 

-0.02280 


1.482 

-0.02110 


1.270 

-0.01248 


1.058 

0.00308 


0.953 

0.01415 


0.847 

0.02907 


0.741 

0.05248 

-14668.68762 

0.688 


-14668.66878 

0.635 

0.08996 

-14668.65495 

0.529 

0.15606 


0.423 

0.28568 

-14668.57368 


experimental evidence [15] suggests that the stoi- 
chiometry of the palladium hydrides for which ap- 
preciable fusion is detected may be PdH 2 . Calcula- 
tions using the embedded-atom method described 
above, in which the dimensions of the cell were al- 
lowed to change, showed an additional average ex- 
pansion of the lattice parameter of 9.5% for PdH 2 
over PdH. Hence, the separation between an octa- 
hedral site and an adjacent tetrahedral site is 1.9 A, 
a distance which is still too large for appreciable fu- 
sion to occur. These calculations suggest that con- 
finement of deuterium within the Pd lattice resulting 
from chemical forces is not responsible for the en- 
hanced fusion of deuterium observed in palladium. 

We wish to thank the Research Advisory Com- 
mittee of the Naval Research Laboratory for a grant 
of computer time which was used in performing a 
portion of these calculations. 
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ABSTRACT 

The formation of palladium hydride and deuteride by electrolysis has been studied with high precision 
calorimetry using sealed cells with in-situ recombination of gaseous products as well as open cells. 
Palladium electrodes prepared by different methods were studied. With sealed cells of our design in the 
heat flow isothermal calorimeter, the uncertainies associated with the gas evolution, evaporation, 
entrainment, and side reactions were effectively eliminated. No unexpected excess heat was observed 
within energy balance error of about 2%. 
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INTRODUCTION 

Observations of excess heat evolved from the electrochemical incorporation erf hydrogen isotopes into 
palladium have been recently reported (1). The investigators have linked this heat with nuclear fusion of 
the hydrogen isotopes. However, their calorimetric experimental conditions were based on certain 
assumptions about the nature of the electrochemical process which could lead to significant errors in the 
interpretation of calorimetric results. 

We have developed an electrochemical calorimetric apparatus to provide unambiguous experimental 
conditions for the observation of such excess heat A novel sealed cell has been constructed in which no 
by-product of the electrochemical process is lost to the environment without being accurately detected. 
With this apparatus and extensive calibration of the calorimeter, we are able to account to within 2 % for 
the heat associated with the electrochemical incorporation of hydrogen isotopes into palladium. 

When the electrolysis of water is performed using a platinum anode and a palladium cathode, oxygen 
gas is generated at the platinum surface, while hydrogen is evolved at the palladium. Most of the hydrogen 
initially formed is incorporated into the palladium cathode. As the hydrogen content increases, hydrogen 
gas evolves from the surface. The formation of gaseous products complicates the interpretation of the 
calorimetric data. Sherfey and Brenner (2) reported the difficulties of accurately measuring the heat of 
reaction for the electrolysis of water. Their main concern, supported by the work of Joncich and Hacker man 
(3), was the recombination of oxygen and hydrogen in the electrolyte during the electrolysis. In addition, 
other energy losses, such as the evaporation and entrainment of the electrolyte by the gas being evolved, 
could lead to erroneous calculations and conclusions. In the present work, we employed our precision 
calorimeter to address the subject of the excess heat observed in the incorporation of deuterium in 


palladium. 
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EXPERJMENTAL 

Cell Design and Procedure 

Both open and sealed cells were used in this work. The electrolytic cell was a Pt tube with an inner 
diameter of 1 cm and a length of 7.5 cm. The Pi container itself served as the anode for the experiments. 
The cathode was positioned along the axis of the cell with Teflon spacers that assured proper orientation. 
The cathode lead for all experiments was 99.95% Pt wire (0.78 mm dia.). Teflon spacer design prevents 
exposure of the Pt to the solution phase. Specimens for test were cut to the desired length and spot welded 
to this lead. The open cells, shown in Fig. 1, were placed in 50 cm fused silica tubes designed to carry 
away the vapors evolved from the electrochemical process. The sealed cells, shown in Fig. 2, were placed 
with copper sleeves in alumina tubes, which functioned to insure better thermal contact with the heat 
detection assembly. The sealed cell also had a mesh of fine Pt wire (0.25 mm dia.) above, and separated 
firom, the lower region containing the electrolyte, to serve as a recombination catalyst for the products of 
the reaction, H 2 , HD or D 2 , and 0 2 . The mesh was separated from the cathode by a fused silica tube 
surrounding the cathode. The cell was sealed with a Teflon stopper machined to fit the Pt walls very 
snuggly. The cathode lead ran through the center of this plug and also fit tightly. The seal would hold up to 
an excess pressure of 3000 torr. 

To ensure that the catalyst area was sufficient for recombination, a sealed cell was modified to allow 
pressure monitoring during electrolysis. A capacitance-type transducer (MKS Instruments, Type 122, 
0.15% accuracy) was used for the pressure measurement The mesh of fine Pt wire with a surface area of 
about 40 cm 2 was adequate to allow a sustained electrolytic current of 250 mA without excessive pressure 
buildup. When the samples were run in the calorimeter, the seal was verified by weight measurements. 
Measurements were made to ±0.01 g sensitivity. 

Experiments woe performed with several types of Pd and Pt cathodes. The Pd electrodes varied in size 
and microstructure. The diameter of the Pd wire specimens ranged from 0.5 to 3 mm. The electrodes were 
either used as received from an existing wire spool, melt cast wires with/without cold work, or hot pressed 
Pd powder. All electrodes were cleaned by evolving oxygen for 15 seconds in an alkaline cleaner (Enbond 
Cold Action Cleaner, Enthone Inc.), rinsing in deionized water, dipping in 6 M HC1 for 15 seconds, rinsing 
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in deionized water and drying. A vacuum heating of the metal was employed in many experiments to 
remove any hydrogen present prior to electrolysis. 

The experiments were performed as follows. The calorimeter (see below) was equilibrated to room 
temperature (about 20* Q and held isothermally for the duration of each test. The maximum variation in 
the room temperature was 2'C. Apparatus temperature was monitored continuously for the entire 
experiment With the typical power input being less than 2 W, no increase in the temperature of the 
calorimetric alumina block was detected. The electrolytic cells were placed in the calorimetric cells with 
the anode and cathode leads exiting from the top opening of the chamber. Samples were run either with 
reference cells with all Pt electrodes or with standardized Joule heaters placed in the second calorimetric 
chamber. In many differential experiments the same sample was run alternately in both calorimetric 
chambers with same result, which demonstrated that there is no difference in sensitivity between the two 
chambers. Most sealed cell experiments were run with a single cell in one chamber. 

Experiments were run for times varying from less than 1 to greater than 40 days. All the experiments 
were run in the constant current mode using Princeton Applied Research Galvanostats (Model 362 or 363). 
The accuracy of the current control was better than 0.1%. The electrolyte was either 0.1 M LiOH in H 2 0 or 
0.1 M LiOD in D 2 0. The LiOD electrolyte was prepared by dissolving an appropriate amount of Li 2 0 
(Alfa Products, 95%) in D 2 0 (Aldrich Chemicals, 99.9%). In the early phase of this investigation, the 
calorimetric output was measured using the Astra Scientific International thermal analysis software running 

v < O 

on an AT&T personal computer Model 6300 with data stored at intervals of 5 to 90 seconds. The cell 
voltage was monitored with a Nicolet Digital Oscilloscope Model 2090 with a precision of 2.5 mV and an 
accuracy of better than 0.2%. The cell voltage was measured at intervals of 5 to 20 seconds. The power 
input was the product of the cell voltage and the current To ease the burden of data reduction, a Hewlett 
Packard data logger Model 3497 A was eventually used to measure both the calorimetric output and the cell 
voltage simultaneously. The data were stored and analyzed using a Basic program running on an AT&T 
personal computer Model 6300. 

Therm ogravimetric analysis was performed on selected specimens to determine the amount of 
deuterium incorporated into the palladium after the calorimetry experiment had been completed. 
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Thermogravimetry was performed using Ac Peririn-Elmer System 7 with the standard furnace. A heating 
rate of 20'C/min was used in an atmosphere of flowing nitrogen. Buoyancy and aerodynamic forces were 
compensated by subtraction of a run made without a sample under the same experimental conditions. In 
calculating the composition, the weight loss was attributed entirely to deuterium. 

Calorimeter 


The Setaram HT 1000 calorimeter used in this study functions as a heat flow isothermal calorimeter. 
As shown in Fig. 3, the sample is in direct contact with the calorimetric chamber and is equilibrated to its 
temperature. There are two cell chambers, each 1.7 cm in diam. and 8 cm in length. The useful 
calorimetric cell volume is 15 cc. The measured calorimetric output is the thermal power which flows into 
or out of the electrolytic cell to the thermostated chamber. The heat flow detector consists of a multitude of 
identical thermocouples connected in series and oriented around the sample (Fig. 4, 22 ring arrays of 36 
thermocouples) such that it is reasonable to assume all the heat flowing from the sample must pass through 
the thermocouples. Calibration is discussed below. Since the sample is at thermal equilibrium with the 
surrounding chamber, the enthalpies of reaction are measured directly, and it is not necessary to know the 
heat capacity of the sample under observation. Isothermal measurements can continue for very long times 
and the calorimeter is A us applicable to both slow and fast reactions. 

<>y 

Two completely symmetrical calorimetric heat flow detectors are connected in opposition and seated 
symmetrically in the calorimetric unit. This provides autocompensation for thermal instability and results 
in better resolution of the differences in the two cell compartments. Total outputs of each compartment are 
also available. The calorimetric detectors sit within and attached to an alumina Mock which serves as a 
heat source or sink depending on the thermal response of the sample. For the differential experiments, the 
resolution of power detection was about 10 |iW. In later experiments with a single electrolytic cell, 
sensitivity was reduced to 2.5 mW when the power input was about 2 W. 

Calibration 


The system was calibrated using Joule heating from a precision resistor placed in the calorimetric 
chamber. A constant current was put through the resistor for a given time and the output integrated to yield 
the energy released. From this the power response function of the calorimetric chambers was determined. 
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Several variations of this procedure were used to accurately understand the response of the apparatus. 

In one series of calibrations the precisely calibrated Joule heater was placed in the calorimetric chamber in 
conjunction with a second Joule heater. In this configuration the response of the unit was checked as a 
function of baseline energy output. A 100 mW signal from the precision Joule beater yields identical 
responses of 100 mW at baseline levels of 20, 500 and 1000 mW, as shown in Fig. 5. This is an important 
distinction from various forms of non-iso thermal calorimetry in which the cooling constant of the system 
varies with total power input. 

In another series of experiments a specific Joule heater was equilibrated at a given power level and 
switched between cells to compare the response of the reference and sample cells. Here a baseline variation 
of approximately 4 mW was observed. However, the total energy released was measured to be the same to 
within 0.4 % regardless of the level tested. The maximum calibrated power range for each cell was 4 W. 

In another set of calibrations a standardized Joule healer of about 0.9 cm length and 0.2 cm diameter 
was placed at different depths within the sample cell having essentially the same electrode configuration 
and leads as employed in the actual experiments. This assembly was placed in the calorimetric chamber 
and the heat was observed as a function of the resistor’s vertical position. The response to the same load at 
different depths and different loads at the same depth was measured using the power pulse integration 
method. In these experiments we observed that the lower end of the cell gave a calorimetric signal 
approximately 2 % higher than the average value of the cells and the top measurements were approximately 
2 % lower. This variation may be systematic or due to differences in the heal conducted away from the 
sample chamber through the power leads. This variation needs to be considered in the electrochemical 
calorimetric experiments because there is a geometric non-uniformity in the cell responses. Joule heating 
occurs towards the bottom and recombination of hydrogen and oxygen occurs at the top of the cell. 

RESULTS &. DISCUSSION 

In early experiments differential runs were made with an electrolytic cell in each calorimetric 
compartment which had the same cell construction with the exception of cathode metal or electrolyte. Such 
experiments permitted running the calorimeter at highest sensitivity (10 pW). In addition, assumptions 
about the electrochemical processes can be relaxed in interpreting the data. In calculating the excess heat. 
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Pons et al. (1) assumed no recombination of oxygen and hydrogen or deuterium. In contrast, if one 
assumes the same degree of reaction occurring in both cells, e.g., the same degree of recombination and the 
same evaporation losses, differential runs of palladium and platinum electrodes could yield meaningful 
results. 

Table I summaries the differential runs. The 1.25 mm diameter palladium electrode was from an 
available wire spool (99.95%). With the open cells, the electrolyses were run for 15 to 25 hours. There was 
no excess heat generated and the balance between the heat detected and the power input (cell voltage x 
current) was within 50 mW, which is about 5 to 10 % of total power input In these open cell experiments, 
it was also visibly evident that there was condensation cm the external wall of the Pt container (anode). The 
liquid was either from the recombination of the gases or from gas entrainment of electrolyte. Since the pH 
of the condensate was acidic (about 4), the gas entrainment is unlikely. Also, the relatively low 
experimental temperature would make significant evaporation of solvent improbable. Therefore, the liquid 
is predominantly the product of the gaseous recombination. 

The observed condensation phenomenon and the uncertainty level in the power balance encouraged us 
to develop a sealed cell by incorporating a mesh of fine Pt wires for the recombination of gaseous products. 
With sealed cells, the uncertainty associated with the recombination, whether it is in the liquid phase as 
reported (2-3) or in the gas phase as we observed, would be eliminated. For the long time runs, it would 
also remove the influence of impurities accumulated from the continuous addition of DjO. There is no heat 
loss due to evaporation or entrainment. It appears the sealed cell design is most suitable for detecting heat 
imbalance. 

The possible complication from the sealed cell design would be the extent of side reactions controlled 
by pressure effects in the gas phase. To estimate the extent of this uncertainty, the pressure was monitored 
during electrolysis. Figure 6 shows the initial pressure buildup with time. The pressure increase of 50 tore 
in the first 15 minutes is consistent with die accumulation of unreacted oxygen while the deuterium is 
incorporated into palladium. The pressure increased as the current density was increased, but the maximum 
pressure was less than 300 tore at 1 A/cm 2 . In addition, the degree of the deuterium incorporation was 
comparable to that for the open cells for the same time duration. The amount incorporated in longer 
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dectrolysis experiments was typically PdD x (0.45<x0.75). 

With sealed cells, differential runs are not as desirable because it is not possible to rule out the cell 
leakage problem. The cause of an imbalance of excess heat between two cells could not be determined 
precisely. Table 2 shows the conditions employed with a single sealed cell. 

The experiments using Pt electrodes were performed to establish the standard response of the 
electrolytic cell and the calorimetric equipment No excess heat (rate of heat flow from the electrolytic cell 
minus the power input) was measured for current densities ranging from 60 to 300 mA/cm 2 . Figure 7 
shows the lack ctf an excess rate of heat generation at 100 mA/cm 2 . The steady state fluctuation indicated 
the dynamics of the electrolysis of the D 2 O and the recombination of D 2 and O 2 . The constantly changing 
electrolyte level (bubble effects) would lead to the fluctuations of cell voltage and hence the power input. 
Figures 8 & 9 depict the initial and final responses of the calorimeter and the power input for the same 
experiment The change of power input was instantaneous with the current, and yet the change of heat flow 
was much slower. Since the response time of the calorimeter is about 150 seconds, the initial difference 
between the power input and the heat flow had to be attributed to heating of the electrolytic cell and the 
formation of gase ous products. As expected, energy that had been stored in the system during electrolysis 
continued to be released for some time after stopping die current (Figure 9). The steady state excess rate of 
heat generation was about zero. The data were integrated to yield the complete energy balance: a total of 
7633 J of energy was detected and a total of 7467 J of energy was input The energy was balanced to 
within 2.2% positive, which is equivalent to an average of less than 3 mW excess rate of heat generation. 
Similar behavior was observed for electrolyses at 60 and 300 mA/cm 2 . The 2 % difference is mainly 
attributed to the geometric non-uniformity in the cell response of our system. 

Identical responses were observed for palladium electrodes in sealed cells. Figure 10 shows the excess 
rate of heat generation of a 2 mm melt cast palladium electrode running at a power input level of about 
1 100 mJ/s after 14 days. At about 1300 minutes (on the 14th day), a 100 mW calibrating signal was sent to 
the precision Joule heater located in the second calorimetric chamber. This resulted in a 100 mW decrease 
of the calorimetric output, which confirmed the accuracy of the calorimeter response. The signal noise was 
mainly due to the change of the power input when the electrolyte level fluctuated. Fig. \ 1 shows the excess 
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raie of heat generation of a similar Pd electrode after 33 days of electrolysis and the total power input was 
about 1300 mJ/s. The excess rate of heat generation for these runs was also less than 2%. 


The sealed cell runs showed agreement between input power and output power to within 2%. It is 
worth reiterating that no assumptions were required to achieve this result The 2 % variation observed was 
explained by the response of the calorimetric cell detector to exothermic events in specific orientations. 
The instrument is calibrated for a heat integrated over the entire detector area. As reported above it was 
found that the lower portions of the cell, which are better insulated, detect about 2 % more heat than the 
average and that the upper sections detect about 2 % less than the average for the sample cell design 
employed in these experiments. This effect is sufficient to explain the difference between input and output 


power given the geometrical orientation. 
SUMMARY 


<0 




In the calorimetric study of the incorporation of hydrogen isotopes into palladium, the power input and 
output of the corresponding electrolytic cells were always matched to within 2%, whether the cathode was 
Pt or Pd (in any form). This conclusion followed from the development and application of a sealed cell with 
an in-situ Pt wire recombination catalyst The uncertainties associated with the gas evolution, evaporation, 


entrainment, and side reactions are effectively eliminated. 

of our work, Hayden et al 


Since the initiation 


Hayden et al. (4) reported their work on a calorimetric search for 


evidence of cold fusion using an in-situ palladium filament to recombine evolved gases. Their observation 
of no excess heat generation is in agreement with our results. 
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Schematic of an open electrolysis cell. 

Schematic of a sealed electrolysis cell. 

Schematic of a dual -chamber Calvet Calorimeter. 

Heat-flow detector thermocouple arrangement 
Calorimeter calibration with Joule heater. 

The initial pressure buildup of a sealed cell with a recombination catalyst; Pd electrode, 1 .25 
mm dia., 60 mA/cm 2 . 

Excess rate of heat generation vs. time; .75 mm dia. Pt electrode; 100 mA/cm 2 . 

Initial rate of heat generation and power input vs. time; .75 mm dia. Pt electrode; 100 
mA/cm 2 ; same experiment as Fig. 7. 

//. , 

Final rate of heat generation and power input vs. time; .75 mm dia. Pt electrode; 100 mA/cm ; 
same experiment as Fig. 7. 

Excess rate of heat generauon vs. time; 2 mm dia. cast Pd electrode; 1 100 mJ/s. 

Excess rate of heat generation vs. time; 2 mm dia. cast Pd electrode; 1300 mJ/s. 
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CALORIMETER CALIBRATION WITH JOULE HEATER 
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